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For dignified houses or simple cottages, Crane 
plumbing fixtures can now be had in charming 
styles, enduring qualities and many sizes, at 
prices moderate for so much value and comfort. 


The Corwith bath pictured above is an exclu- 
sive Crane design, with cream-white outer sur- 
faces modeled in receding planes. Play of light 
on these planes gives the Corwith a character 
and beauty presented by no other ‘tub now 


National Exhibit Rooms: Chicago, New York, 


1866 CRAN.E 






































VIM ALL HIDDEN FITTINGS 


made. In color it matches the Nove lavatory 
of twice-fired vitreous china, and the quiet Cor- 
sya. Walls and floor here are tiled in vitrolite. 


For installing new bathrooms or refitting old 
ones, responsible plumbing contractors every- 
where supply Crane fixtures and fittings in a 
broad range of designs and sizes to fitany space 
or purse. Write for our free book on bath- 
room arrangement, illustrated in four colors. 








CRANE 


: Address all inquiries to Crane Co., Chicago 
GENERAL OFFICES: CRANE BUILDING, 836 S. MICHIGAN AVENUE, CHICAGO 
Branches and Sales Offices in One Hundred and Fifty Cities . 
Atlantic City, San Francisco and Montreal 


Works: Chicago, Bridgeport, Birmingham, Chattanooga, Trenton and Montreal 
CRANE EXPORT CORPORATION: NEW YORK, SAN FRANCISCO, SHANGHAI 
CRANE LIMITED: CRANE BUILDING, 386 BEAYER HALL SQUARE, MONTREAL 
CRANE.BENNETT, Lee, LONDON 
C® CRANE: PARIS, NANTES, BRUSSELS 
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Can you answer questions about these fixtures? 





Crane not only advertises you, the plumbing con- 
tractor, to millions of general readers of the na- 
tional magazines, but also directs Architects and 
Builders to seek your advice and counsel. 


In an impressive list of national and trade mag- 


azines, the fixtures shown and described above 
are brought to their attention. They will at once 


recognize the many advantages and possibilities 
of use offered by them. They will ask you for 
more details, exact specifications and prices. 

Will you be ready with the answers? You can be! 
Write for complete information, or consult the 
Crane Branch nearest you. And remember, you will 
sell more, if you have Crane fixtures on the floor. 
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Mushroori Business 


is business of rapid growth and _ short 
duration. 





Sometimes this kind of business is all right, 
but more often it isn’t. 


‘The Plumber who installs VQGEL Prod- 
ucts gets no such business. His customers 
come back to him time and again for advice, 
for everything sanitary for the home, the shop, 
the school, and what’s more, they recommend 
him to their friends. 


VQGEL Frost Proof Closets and Hydrants 
are not mushroom products — once you install 
them, they stay. 


You can safely forget them, knowing that 
they will work without further thought or 
attention on your part. 


See your jobber about V¥Q@GEL Products — 
he has handled them for years. 


P. S.—He doesn’t sell mushrooms of any 


kind. 





Our 


7 Jos. A. Vogel Co. 


= Wilmington, Del. St. Louis, Mo. 
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This Tag Identifies Modern 
Plumbin$-which insures health 


comfort and convenience in the 
community 


"he tag which is attached to every piece of Republic 
Brass Goods is the identifying mark of a modern plumber. 
It is concrete evidence to the home-buyer of a modern plumb- 
ing installation—an installation designed to render years of 
satisfactory service. 


This tag identifies the plumber who confidently stakes his re- 
putation on the class of work he performs — who is willing 
to be judged on the merit of his installations. It identifies the 
plumber with installations of quality — with conscientious 
workmanship and high grade materials. It is the mark of a 
modern plumbing installation—a definite insurance policy 
to the home-buyer of health, comfort and convenience. 


This tag on a plumbing installation is 
“The Identifying Mark of a Modern Plumber.” 


THE REPUBLIC BRASS COMPANY, Cleveland, Ohio 
Good Plumbing - - - + Good Business - - + + Republic Brass Goods 


REPUBLIC 


BRASS GOODS 






4 


fn 
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This tag appears on every 
piece of Republic Brass 
Goods. It isthe identifying 
mark of amodern plumber 
—a plumber who per- 
forms high class work and 
uses quality materials. 
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THE SATURDAY EVENING POST October 24, 1925 






E fun of being clean! Children learned 

it in the glorious baths of ancient Rome. 

They forgot it in the Dark Ages of port: 
able plumbing —of the old tin tub on the kitchen 
floor and hot water from the stove. And now 
they have rediscovered it in the modern Ameri- 
can bathroom with its graceful, beautiful Kohler 
fixtures. .. . To know Kohler Ware 1s to know 
that the name “Kohler” fused in superbly white 
enamel is a sure sign of highest quality at no 





Ravine Park, Kohler Village ° A 

Kip Vilas ino phone higher cost. Write for Booklet E. 

See ace m= ae onitg od KOHLER CO, Founded 1873, KOHLER,WIS. 
att RF Shipping Point, Sheboygan Wis. Branches in Principal Cities 


KOHLEROFKOHLER 


Enameled Plumbing Ware 











Watch the Kohler Advertising 


Here is another of the beautiful Kohler Ware advertisements. 
This one is reproduced from the full-color page in the October 
24th Saturday Evening Post. Hundreds of prospective customers, 
living near your own door, are seeing this advertising in the Post 
and many other magazines. They are primed to accept your sug’ 
gestion of Kohler fixtures. Talk Kohler Ware, display Kohler 
fixtures and advertising material—and get their business. 


Kohler Co., Founded 1873, Kohler, Wis. - Shipping Point, Sheboygan, Wis. 
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i takes tools and a lot of elbow grease 
to turn a dollar on the average repair 
job. Seldom can the plumber get all 


‘ that the job is worth. It isn’t fair. But 
what is he going to do about it? 


Well, thousands of plumbers are now 
making a handsome profit on every job 
by taking along a Kitchen Katch-all— 
the Sanitary Under-the-sink Strainer. 


No big investment. No long sales talk. 
Just permission to leave the Katch-all 
attached to the sink for a few days. 
Then, ninety-nine times out of a hundred, 


Jt 
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another three dollars collected without 
effort. It isn’t often you can get a piece 
of merchandise that sells as easy as that. 
Why not cash in on it—like the others? 


The approaching Holidays afford an ex- 
ceptional opportunity for making a big 
extra profit from Kitchen Katch-alls. 
Order a dozen from your jobber. Offer 
them as a splendid useful and moder- 
ately - priced Christmas Gift. Watch 
them go. And mark the buying that 
follows by people who have seen the 
Kitchen Katch-all in the hommes of your 
customers. 


THE OHIO METAL UTENSIL COMPANY 
GREENWICH, OHIO, U.S.A. 
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IDEAL Smokeless and 


are heating hundreds of 


Below are a few of the hundreds of larger buildings that 
are being warmed by IDEAL Boilers. In every part of the 
country these boilers are serving larger residences, apart- 
ment houses, hotels, churches, banks and other big buildings. 


f 


Py ba aS 


ARCOLA YONDA SMOKELESS 


ARCO ROUND 
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Water Tube Boilers 


big buildings economically 


Just as heating contractors have found that there is 
an IDEAL Boiler for every type of small building, so 
they have also found that no building is too large to be 
warmed by IDEAL Smokeless and Water Tube Boilers. 





| 
| 
| 





T IS HIGHLY IMPORTANT that a 
boiler in an apartment, hotel, store or 
other type of larger building be capable 

of developing a large heating output within 
a very short space of time, to meet the con- 
stant change in heating demands. At the same 
time, fuel economy is of utmost importance. 
These are the two features which are the 
basis of the design of IDEAL Smokeless and 
IDEAL Water Tube Boilers. They generate 
steam or vapor, or produce hot water rapidly 
and yet they carry on their work with a sur- 
prisingly small amount of fuel. 


Heating contractors everywhere have 
recognized the efficiency and economy of 
these boilers. That is why more and more of gi ‘ 
the larger buildings are bein uipped with 
them. . . oe A typical battery installation of 79-inch 
IDEAL SMOKELESS BOILERS 


A HEATING BOILER is seldom called upon to operate 
- at 100% of its heat-producing capacity. As a matter of fact, 





In territory where soft coal is used, IDEAL 
Smokeless Boilers make every pound of coal 


produce additional heat by actually burning it is obliged to operate at only about 30% of its maximum 
thé smoke instead of sending it out of the capacity during the major part of the season. 

chimney. ; That is why a battery of two or more IDEAL Boilers is 

more economical than a large single heating unit. With a 

You can add tremendously to your busi- battery, only one boiler or two need be operated during 

ness if you will go out after the heating con- most of the heating year. When the colder weather and 


: “$43 . t heating loads occur t i 
tracts on big buildings not only for American Fis cervice ee ne any toe 


radiators, but also for IDEAL Boilers. Naturally this means a big saving of fuel. 


AMERICAN RADIATOR COMPANY 








YONDA SECTIONAL ry Mb geo og ot 
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Se 3 e . 
eee cree I’m Going to Jim Plumbers 
San-Equip Septic Tanks 

Made Exclusively for the: D ON °T STOP ME! 


Plumbing Trade 


Home size SAN-EQUIP sells to your ‘ . . 
customer for only $48 now—completes I’m going to Jim Plumbers with 


your job—makes friends and customers— 


and extra profits. an order for a complete plumbing 


ee Iron 12 gauge and job which I just picked up. 


Design—F ollows VU. S. Public Health 
Service. Best known authority. New business, too, where Jim 


Durability—Mineral enamel rust proof- 


ing, inside and outside makes the tank as thought there wasn’ t any. 


permanent as the plumbing. 
Capacity—From single home units to 


— groups. Thousands in use—no Guess he won't be glad to see me 
ailures. 
Every SAN-EQUIP plainly branded— now? There’s lots more business 

her. Y jobb: deli ° ° . . 
promptly. Write us for sales helps. like this and Jim’ll find it out 
pretty soon. 


—Mr. San 














Chemical Toilet Corporation 
Syracuse, N. Y. 


| Seiase tae os 


SEPTIC TANKS 


Mention Domestic ENGINEERING when writing advertisers. 





j 









































CTEO TO STEAM BOKER AS CONNECTED TO WOT WATER BOKER 
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AS USED WITH INSTANTANEOUS HEATER 
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DAVIS ENGINEERING CORP. 
92 WEST /STREET, NEW YORK \ 
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How to overcome the competition | 
of over-rated boilers 


PPT MANN. LS SRE eR RII RAIN pte 


it dawns upon the public that adequate Fire 
Surface and a conservative Boiler Rating are the two 
things that lead to heating efficiency and economy, 


ee 
4 : 


é si we 


the competition of the over-rated boiler will 
automatically pass out of existence. 


ne ee ee 


UT, until such a time arrives, architects and heating con- 
tractors can overcome the competition of the over-rated boiler 
by explaining to prospects the economical necessity for a fairly 
rated boiler with a properly designed and adequate fire surface. 


H. B. Smith Boilers, made since 1860, are scientifically designed 
so that every square inch of fire surface is presented as advantag- 
eously as possible to the fire. And every H. B. Smith Boiler is 
so rated that there are enough square inches of fire surface to 
absorb at a comparatively low temperature the required amount 
of heat. It is this combination which saves fuel and reduces the 
cost of heating. That is what a man wants in a boiler he buys. 


— 


BF Ae OE RRS 


To help architects and heating contractors acquaint their clients 
with the economical necessity for a fairly rated boiler (and this 
helps them to overcome the competition of the over-rated boiler) 
we have recently issued a 32-page booklet, ‘‘The Truth About 
Boiler Ratings.’’ This booklet contains such a simple, com- 
mon-sense explanation of this phase of heating that, after you 
have read it, you will want every one of your prospective cus- 
tomers to read it. Just fill out the coupon below and we will 
be glad to send you a copy with our compliments. 


a a ee ee 


THE H. B.} SMITH COMPANY 
Home Office and Works: Dept. A-14, Westfield, Mass. 
Sales Offices and Warehouses at: 


Westfield Boston New York Philadelphia Cleveland 


S EL le te 





THE H. B. SMITH COMPANY, . 
Dept. A-14, Westfield, Mass. ' 
i] 
| 


Send a copy of your new booklet on Boiler Ratings to: 


THE H-B-SMITH 





NE Signs sac ae au bod hs eS Pear k eee Ae Gakeee 1 
. BOILERS & RADIATORS ? ' 
' Used in fine homes and buildings since L860 Street. 
EE, PET CELT TET ETI TS PD paso i ee ea cvs oes ' 
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You (an 
‘Kow a ‘Boat to Europe 


a get there in six months, if you have good sein yet ‘ali 


eae Pipe Tool Maker to the 
But youcan make a trip in s1xX days on a steamer, American Plumber 


and Steamfitter 
It costs less to row than to go by steam— 
But is your time worth anything? 


NYE DIES 


Cost more than some dies do—we don’t deny it. 


But they work faster and easier than any other 
die does. 

We don’t deny that, either. 

You can buy a much slower die for a little 
less money. 

But is your time worth anything? 


HARRY G. NYE 


THE NYE TOOL & MACHINE WORKS 
4120-30 Fullerton Avenue CHICAGO, ILLINOIS 





NYE DROP FORGED NYE NIPPLE WRENCH 
PIPE CUTTER RATCHET HANDLE 


Can be used as aone or three wheel pipe O>—— 
cutter. Regularly furnished with two 


rollers and one Nye Thin Blade Knurled 

Cutter Wheel. No thread in the frame A time and labor saving tool, for the steam- 
of cutter to wear out. Adjustment of the fitter. This ratchet handle makes the mon- 
handle screw is made through a case- k ; h 

hardened nut which can easily be re- ot Pnnll aeicndiatnat pier enim and 
placed when worn. enables you to get into tight corners. 


Net Price, No. 1-A 18 to 14" $2.25 Net Price, Complete with nipple 
Net Price, No. 2-A 1% to2” . 3.00 wrench .... . . $500 
Net Price, No. 3-A 1to3” . 5.00 Net Price, Ratchet handle only . 4.00 
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THE THE LOOSE THE 
Bel tow wep OVERLOADED / BEARING / SICK BABY / 
BEAM GROANS. RATILES. SAWLS. 


WATKINS DEVELOPMENT 
Central Heating 
Pittsburg, Pa. 2500 


ome Jf 
\- S. press. 
SHERMAN SQ. APTS. 1 C147 


New York, N.Y.6 . 
DETROIT EDISON COMPANY H 9 
Detroit (super- 
heated steam) 582 e] é 7 ag ad 


WILLETTS APARTMENTS 
New York, N.Y. 530 
ST. ELIZABETH HOSPITAL 


=ic-| tells you howitfeels 


MEDICAL ARTS BUILDING 
N’p’t News,Va. 281 








Gardiner, Mont. 251 
SCHAFFER APARTMENTS 
Atlantic City 238 
CHINA UNITED ASSURANCE 
BUILDING 


Shanghai,China 232 
COMMERCIALNATIONALBANK 
Raleigh, N.C. 222 
NEW BARNETT HOTEL 
Canton, Ohio 
FORD MOTOR COMPANY 
Iron Mountain, 











pa Af How dothe Ford MotorCompany, radiators. It would be more like a 


Detroit Edison Company, Watkins 
Realty Company, and all other 
Trane Bellows Radiator Trap 
users actually KWOW their traps 
are functioning properly.? 


They know because Trane traps 
are SIGNAL traps. If a Trane 
trap wasn’t doing what it is de- 





signed to do it would SIGNAL. 


And when a Trane trap started to 
SIGNAL there wouldn’t be any 
question about how it was feeling. 
Users would notice that, for some 
reason or other, the radiator to 
which the trap was attached wasn’t 
giving off as much heat as the other 


hot water system radiator than a 
vapor or vacuum system radiator. 


That’s all there is to the SIGNAL. 
But that is all you want;it’s all you 
need. A low temperature radiator 
is mighty easy to find. 


You will probably never see these 
Signal Traps SIGNAL. Trane 
traps are built so they won’t be 
called upon to Signal. But the fea- 
ture is built into them neverthe- 
less. Call it the “Teeth in the Trane 
Five-Year Guarantee” if you wish. 
Anyhow, remember that Trane 
traps are designed so you know 
they are right. 


Complete details will gladly be sent on request 


HEATING An *YS PUMPING 


THE TRANE COMPANY, 204 Cameron Ave . La Crosse,\Vis. Manufacturers of vapor and vacuum heating specialties and pumps Branches 
and sales connections at New York, Chicago, Bostun, Philadelphia, Buffalo, Cleveland, Detroit, Seattle, Los Angeles, Albany, Minneapolis, Salt Lake 
City, Ft. Wayne, Portland, Oregon, Greensboro, N. C., Zanesville, Ohio,Atlanta, Ga., Baltimore, Md. In England: 22-23 Clerkenwell Close, London, E. 








C.1. In Canada: The Trane Co., 23 River St., Toronto; Thomas Robertson & Co., 134 Craig St.,West, Montreal; F. S. Murdock, 310 Breadalbane, 
Winnipeg. In Japan: The Uchida Trading Co., Ltd., Tokio—Osaka— Kobe. In China: C. J. Doughty & Co., 7 Jinkee Road, Shanghai. 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


had anything on the two hundred and fifty 

plumbing codes which you will find pictured at 
the head of the article, “Plumbing Code High Lights.” 
The solons (a newspaper name for law-makers) of the 
cities and states represented seem to get into a peculiar 
frame of mind when considering the sanitary needs 
of their constituents. You'll find codes which make 
it absolutely obligatory that the contractor display his 
name wherever he is putting in work. And that same 
code may overlook an important phase of venting! 
“Domestic Engineering” is discussing and comparing 
these codes in the hope that some of its readers, who 
may have an opportunity to exert their influence when 
a new code is being considered, may see that it is based 
on the real sanitary needs of the com- 
munity. Grandma’s quilt may have 
looked crazy, but grandma knew that 
she was making it for a purpose—a 
fellow could wrap it around him and, 
with nothing but his nose exposed, 
sleep comfortably through the coldest 
night. The purpose .of a plumbing 
code ought to be a scientific system 
of sanitation, and that purpose ought 
not to be overlooked while com- 
paratively unimportant provisions are 
discussed at length. 


(5 bat anythin “CRAZY QUILT” NEVER 





F DANIEL WEBSTER WERE 

alive today he might change his 
famous remark that “the sun never 
sets on the British flag.” He might 
say, “The sun never sets on British 
sanitation.” Great Britain is the hub 
of a world-wide empire, and the 
Anglo-Saxon strain which has been 
sO aggressive in developing our own 
country, has made a globe-trotter out of the British 
business man. In this issue we describe “Heating and 
Cooling in China—” a Shanghai installation handled 
by a London firm. Here was one of the problems 
faced: Because'‘of the uncertain nature of the ground, 
it was known that the main building would settle quite 
a bit more than the boiler room, which was separately 
housed. How to protect the steam lines from breaking 
was a knotty problem. As a practical engineer you'll 
be interested in learning how they solved it. The pic- 
ture on the front cover shows the building in which 
the installation was made. 


THE BOSS SAYS: 





I cut my teeth on an ell, and it taught me 
never to bite off more than I could chew. 


AST JUNE, AT THE SEMI-ANNUAL CON- 

vention of the American Society of Heating and 
Ventilating Engineers, a most important committee 
report was presented, dealing with the necessity for 
closer co-operation between the heating and ventilating 
contractor and the architect. The report outlines most 
clearly the causes which operate to produce faulty in- 
stallations. In straightforward language it places the 
blame where it belongs. And its constructive sug- 
gestion is that the heating and ventilating contractor be 
on the job from its inception. The writer of the 
article, “Conferring with the architect” has had many 
years of experience in going over jobs which were 
poorly installed. Some of the cases he cites are almost 
unbelievable. Imagine radiators in the operating room 
of a modern hospital connected with 
high-pressure steam, with no means 
of reducing pressure! If the heat- 
ing and ventilating contractor is to be 
held responsible for the installation, 
he should have full opportunity to 
advise in the making of plans and the 
drawing up of specifications. This 
report is a big step in the right direc- 
tion. 


M. F. ZIMMERMANN, AN 

accountant who has had a large 
experience with the administrative 
side- of the plumbing and _ heating 
business, heads his contribution for 
this week, “Do Something!” Mr. 
Zimmermann has had many op- 
portunities to leok into the “innards” 
of plumbing and heating shops, and 
to read the tales told by balance 
sheets and profit and loss statements. 
His conclusions are interesting. 





OHN C. WILSON, OF LOS ANGELES, 

writes to say, “I have been getting ‘Domestic En- 
gineering’ for some time and have become very in- 
terested in its items throughout. I think it is a wonder- 
ful journal and all who can should take advantage of 
the splendid contents of its pages.” Good! How? 
Fifteen minutes a day to Your Weekly. 


Your Ldilor 
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A “TOLEDO’’ RATCHET 
BORING TOOL IS A BIG LABOR SAVER 


No more hacking, sawing or pounding and the usual 
‘“‘botched-up job’? when you run pipe through intervening 
timbers. 

With this ‘‘TOLEDO” ratchet boring tool you run the pipe 
through cleanly bored holes that saves all the strength of 
weight-carrying timbers, and leaves a neat workmanlike job. 

The bit is automatically fed by the strong steel spring con- 
tained in the telescopic barrel of the tool, and with a few 
strokes of the ratchet handle, the hole is bored and ready for 
the pipe. 

The “‘TOLEDO”’ ratchet boring tool enables you to do the 
work in less time, do it easier and better, and will prove itself 
one of the most valuable tools in your equipment. 


A postcard brings you complete details and prices. 
BUY BY COMPARISON AND YOU’LL BUY A 


A TOLEDO No. 1A RATCHET Se 
RAO A FEDSTORED 





THREADER FOR 1” TO 2’ 


0O 
$] NET THE TOLEDO PIPE THREADING 


NET 
MACHINE CO. TOLEDO, OHIO 


(STATES WEST OF THE NEW YORK OFFICE, 50 CHURCH ST. 


ROCKIES .. . $12.75) @ 
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. Th ] ca a 2 
ee prilytanate apie: 
their Christmas shopping early are 

Presents 


at it. The newspapers are beginning 
to run “It is so many days to Christmas.” The mer- 
chandising plumber is entering what should be a peak 
sales period. If he advertises and talks plumbing and 
plumbing accessories for Christmas presents he should 
get his share of the vast amount of money that is spent 
annually at this holiday season. 

You see, there’s always an “if.” In this case, it’s 
“if you advertise and talk plumbing and plumbing 
accessories.” There is plenty of competition—the 
department stores, florists, confectioners, to mention 
a few—but there is plenty of opportunity, too. For 
instance, people are always looking for new ideas. 
It’s not an easy matter to decide on a suitable gift 
for the wife, the family, the other relatives and the 
friends. There is something tame about the prover- 
bial necktie, handkerchiefs, box of cigars or gloves. 
They represent a last-minute attempt to get some- 
thing—anything, just so it’s a gift. 

The smart merchandising plumber will capitalize 
on this feeling. A new soap dish, swinging spout 
sink faucet, shower—even a complete new extra bath- 
room—there is an idea. A new water heater, a bath- 
room scale, a white seat, an oil burner—there’s an- 
other idea. They are not the usual gifts and yet they 
are the best kind of gifts—all adding to the beauty, 
the comfort and the health of the home. 

Feature Christmas gifts in your window displays 
and in your show rooms. Have your advertising 
copy in the newspapers suggest your store as the 
place to find that Christmas gift. And, for the per- 
sonal touch, write the husbands a letter. Make it an 
easy, confidential sort of letter, saying that you un- 
derstand what a job it is to decide on what to buy 
for the family, so here’s a suggestion. Tell them 
to drop in your place and look over the line of gifts 
you have—something different, something practical, 
something that will be appreciated. How about a 
shower for the son? How about a new sink faucet 
for the wife? How about a new bathroom for the 
house? And so forth. Why not? 
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Ci t . In a few short weeks now, the 
onven zons convention season opens. Vari- 
are Coming ous state associations will hold 
their annual meetings to review the activities of the 
past year and discuss and adopt plans for keeping 
plumbing and heating in the line of progress in the 
future. Conventions are becoming more worth while 
every year. They are becoming more business-like, more 
efficient and more beneficial to all who attend. It has 
been a natural development, for plumbing and _heat- 
ing problems are becoming more complicated with 
the growth of the industries and require more co- 
operative thought and action to meet them. There 
is no place better than the convention hall for an 
interchange of information and ideas and the adop- 
tion of measures that will be for the good of all. 
Members and officers of associations should begin 
to prepare for “the best convention yet.” Everyone 
should plan to attend his state meeting. He will be 
amply repaid for his time. 


Legis- Master plumbers have always had their 
> troubles in getting state legislatures to 
lation enact laws that will guarantee better 
plumbing and in getting them to keep from enacting’ 
laws that might mean worse plumbing. As a matter 
of fact, master plumbers are not discriminated 
against—this is pretty generally true about the ef- 
forts of the ordinary individual or group of individ- 
uals to sponsor certain legislation. Politics seems 
One of the big reasons 
for failure to get a bill through is lack of concerted 
effort. A master plumbers’ association too often 
leaves such work to a couple of men who have been 
appointed as a legislative committee. Let every in- 
dividual get after his representative and show him that 
his electors are behind a certain measure. 


to be a game for experts. 


And remember, it is easier to have a bad new bill killed 
than it is to have an old law repealed. Therefore, 
it pays to keep an eye on legislative matters and 
catch anything that might prove harmful before it is 
well started. 

















Heating and Cooling in China 





Fig. 2.—General view of boiler house showing six heating boilers and two smaller boilers for supplying steam to the 
calorifiers for the hot water supply for the lavatories, sinks, etc. 


By A. W. BARNES 


in the magnificent new premises of The Hong Kong 

& Shanghai Bank, at Shanghai, China, similar con- 
tracts for The Chartered Bank of India, Australia & China, 
the Yokohama Specie Bank, and the Glen Line of Steam- 
ships, are contracts which were recently completed by an 
English concern and which occupied a period of about 
four years. As an example of this class of work this 
article describes the general plan carried out in connec- 
tion with the first mentioned contract only. 

A number of novel features were connected with this 
project. In the first place, owing to the unstable nature 
of the ground on which the bank building is erected, 
rendering the driving of piles impracticable and useless, 
the foundations consist of a huge 
armoured concrete raft, with a 


Ti HEATING, ventilating and supply of hot water 


owing to the unequal degree of movement. This was 
solved by inserting flexible copper connections in the pipes 
where they cross from the one building to the other. 
The plans of the boiler house show clearly the raft, and 
the piping referred to. 

The work was carried out by Messrs. Comyn Ching & 
Co., engineers of London, who make a special feature of 
heating, ventilating and electrical undertakings. The 
head of the firm is R. C. Ching, a thorough Englishman 
of the best type, in whom are blended all those excellent 
qualities which make the highly accomplished and greatly 
respected man of business. Mr. Ching is the chairman 
of the London section of the National Association of 
Master Heating Engineers. 

The European staff sent out in 
connection with the heating, ventilat- 





separate raft for the foundations of 
the boiler house, this building being 
quite independent of the main build- 
ing. Owing to the subsoil being at 
various seasons little better than 
stiff mud, it is estimated that both 
buildings will sink a number of 
inches in the course of a few years, 
but, due to its vastly superior weight, 
the sinkage of the main building will 
be greater than that of the boiler 
house, consequently the engineers 
were faced with the problem of pre- 
venting the fracture of the pipes 
running between the two buildings, 


don. 


from 


firm faced. 





ERE is a job in China 
handled by a firm in Lon- 

‘Domestic Engineer- 
ing’’ would be glad to hear 
American contractors 
who have handled large 
plumbing and heating pro- 
jects in foreign countries. 
You'll be interested in the 
stiff problems this English 


ing, etc., consisted of a managing 
engineer and two foremen, all the 
fitting work being carried out by 
Chinese, of whom over 200 were at 
various times employed. Their pay 
per man averaged about 2 shillings 
per day, the week consisting of 7 
days, a total of 60 working hours. 

The output of the average China- 
man was found to be about one-third 
of that of a British mechanic, and the 
successful completion of the con- 
tracts is high testimony of the able 
manner in which the orientals were 
handled by their European overseers. 
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Fig. 3—Plan ef boiler house, showing concrete raft and the pipe with flexible joints, running between the boiler house 





and the main building 
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Fig. 4.—The centrifugal pumps connected with the return 
mains and the hot water supply apparatus 


An officer of the Royal Engineers, who had served for a 
number of years with the British army in China, once 
told the writer that a Chinaman will copy any work done 
by a European craftsman, and will make a good job of it, 
but he must be allowed to go about it in his own way 
and, when possible, he prefers to make and use his own 
tools. 


THE HEATING APPARATUS 
HE PLANS, schemes, layouts and detailed drawings 
( the plant, as well as the more important sections 
of the apparatus were all prepared in London by the head 
of Mr. Ching’s technical staff. All materials were sent 
out from England. The heating apparatus was designed 
to give an inside temperature of 65 deg. F. with the 
outside temperature of 30 deg., and permitting of the 
air being changed twice during each hour. The tests on 
completion were rather above this standard and no neces- 
sity was found for changing the original scheme or layout 
in any way whatever. 
The heating boilers shown in Fig. 2 consisted of 6 multi- 
tubular boilers, each 14 ft. 6 in. long and 7 ft. in diameter, 
each being capable of producing 2,500,000 B.t.u. per hour. 


me’ . 
| | 2| |? 


| | 


6” Flow 














RETURN 2” 























if Fiow ag 


RETURN 6" 





Fig. 5.—Showing the method of running the flow and return 
mains of the hot water heating apparatus 
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The working head was 125 ft., and each boiler was tested 
to 100 lb. per sq. in. 

The apparatus was so designed that certain sections of 
it sufficient for night working and the satisfactory warm- 
ing of the buildings in mild weather, would circulate 
satisfactorily by gravity alone, but when it is necessary 
to have the whole of the apparatus working, the circula- 
tion, both for heating and hot water supply, is forced by 
centrifugal pumps connected in the return mains near 
the boilers. Five of these pumps are installed, the sizes 
being as follows: 1 7-in., 1 6-in., 1 4-in., and 2 1%-in. 
They are all directly coupled to electric motors, Fig. 4. 

The piping scheme or layout is a two-pipe system, 
the large horizontal circulating mains being run in the 
concrete raft under the ground floor. These are so ar- 
ranged that the total distance the water has to travel out 
from and back to 
the boilers is the 
same to each of 
the numerous hori- 
zontal or vertical 
branch circula- 
tions, thus friction 
















arranging the pip- 
ing so that the re- 
turn water from 
the first branch 
circulation taken 
off the flow pipe, 
nearest to the boil- 
er, is the last to 
reach the _ boiler 
because it has the 
greatest distance 
to travel. In the 
meantime the re- 
turn water from 
the branch circulation which is supplied by the flow pipe 
where it is farthest distant from the boiler, finds its way 
into the boiler first as it has a shorter distance to travel 
than the water from any of the other return branches. Fig. 
5, will give a clear idea of the method adopted, although 
the pipe sizes marked may not be correct. It will be seen 
that the main flow pipe, as it has less radiating surface 
to serve, is reduced in size, while the main return pipe 
is increased in size as it continues to receive the return 
water from an increased number of branch circulations. 

The size of the mains ranged from 8-inch downwards; 
all pipes above 4-inch diameter having flanged joints, the 
flanges being electrically welded on. 

The total number of radiators installed was 636, each 
one having its own specific number on the plan. 


heads are equal, ; 
and no short cir- i 
cuiting can take i 
place, this being [ 
accomplished by | 
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Fig. 6—An English “babbler” wen- 
tilator 


VENTILATING FEATURES 
LL radiators fixed against outside walls were fitted 
A with a “baffler’ ventilator, by means of which it 
is possible to regulate the incoming air in such a manner 
that no draught is felt; Fig. 6 shows this ventilator for 
which the following advantages are claimed: full effective 
area of opening through wall; regulation to any desired 
position; baffling of incoming air to prevent draught; 
the knuckle hinge allows handle to fall and indicates that 
ventilator is open; fixing is done by clamping to the 
radiator. 
An air conditioning plant is also installed, but its func- 
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tions are confined to the ground floor only. 
This plant is capable of giving 6 air changes per 
hour in the rooms having a low ceiling level, 
and 4 changes per hour in the higher rooms. 
In addition, its capacity is such that it can suc- 
cessfully deal with 5,000,000 cu. ft. of air per 
hour at 80 deg. F., when the outside temperature 
is 30 deg. The air is automatically humidified 
to give 76 per cent of humidity in rooms having 
a temperature of 60 deg. F. 

The only setback experienced in the function- 
ing of these installations was in connection with 
humidity of the air. The mean temperature 
of Shanghai in August is 81.44 deg. with a 
mean humidity of 81.9 per cent, and it was dis- 
covered that the only supply of water for air 
washing was from the town mains at a tem- 
perature 85 deg. An attempt was made to over- 
come the difficulty by placing ice in the screen- 
ing tanks, but, as one of the foremen put it, it 
was like trying to feed an elephant on gold fish. 
Calcium chloride was next tried and its use was 
continued until all the available supply in 
Shanghai was exhausted, but with scarcely any 
practical result. 

Professor A. H. Barker, B. S., was then con- 
sulted, and he evolved a scheme by means of 
which the air up to the height of about 7 ft. 
only, was re-circulated. A refrigerating plant 
was put in which gave the desired results and 
proved a complete success. 

The main ventilating ducts were formed in the 
concrete of the foundation raft, and the branch 
ducts are of galvanized sheet steel, all being 
under the ground floor. 





A preheater, washer, humidifier, and main 
heater formed the several component parts of 
the air conditioning plant; the preheater and 
main heater receiving heat from cast iron 
radiators of a special type, these latter being 
heated by a forced circulation from the heating 
boilers. An air extract system is also installed, 
the main ducts or shafts being carried up to the roof where 
5 fans are fixed, 4 having an exhaust capacity of 3,000,- 
000 cu. ft. and one a capacity of 1,750,000 cu. ft. per hour. 

The hot water supplied to the lavatory basins, sinks 
and other fittings throughout the building, is heated by 
steam, indirectly. Two multitubular boilers, 10 ft. 9 in. 
long and 5 ft. 3 in. in diameter, each being capable of 
1,000,000 B:t.u. per hour, supply steam at 10 lb. pressure 
per sq. in., to 2 calorifiers having copper coil heaters. 
Each calorifier holds 350 gals. of water, the temperature 
of which automatically controls the supply of steam by 
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Fig. 7.—The boilers that supply steam to the two calorifiers situated 


above them 


means of a thermostatic regulator, and the combustion in 
the boiler fire-box being also automatically controlled by 
the steam pressure, no overheating of the water is pos- 
sible under normal conditions, and the fuel consumption 
is kept down to the minimum. See Fig. 7. 

As a check upon the stoking, it was intended to install 
recording thermometers to give a reading of the boiler 
water temperature and a typical room temperature, also 
distant thermometers showing, in the boiler room, the 
outside temperature and the temperature of a typical 
room, but these, on the score of economy, were omitted. 


The Value of General Publicity 


between seller and buyer. The very real difficulty 

in every sale is to bring the buyer to a state of 
mind where he is willing to accept the statements of the 
seller concerning his product or service. 

When one makes a direct attempt to sell, he always 
feels this lack—this is the “sales resistance’? which he 
must overcome. 

Here is where general publicity prepares the ground for 
actual sales work. 

News items favorable to the industry ought to be handed 


Fi vee sale is based upon a relationship of confidence 


to your newspaper. If you are an advertiser, you will 
be extended the courtesy of printing news items handed 
in by you. 

Keep your eyes open for items which make good news— 
such, for instance, as the endowment of a professorship 
in plumbing and heating by Theodore Ahrens, as an- 
nounced in our October 31st issue. 

This kind of publicity will go a long way toward win- 
ning confidence for the master plumber and heating con- 
tractor and eliminate a lot of the present ill-placed humor 
concerning his service. 
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“J read this thought dis- 
played over the entrance 
of the public library” 








Do Something! 


By WM. F. ZIMMERMANN 


ally there is something wrong. Theoretically it 

should produce a profit, while in fact it is in most 
cases producing a poor living. This condition exists today, 
existed yesterday, and, if associated action is not brought 
to bear, will exist tomorrow. 

Why should such a condition exist, in an industry so 
sound, so necessary and so old? Perhaps Caesar has 
orated on this same subject, but if not Caesar, we know 
of many since his time that have practiced on it and 
found it loaded with oratorical possibilities. 

What must we do to be saved? This has been heard 
from coast to coast and, judging by the way it is received, 
is a popular subject. The way it is received shows that 
it is an acknowledged fact that something must be done. 
What to do ought to be clear by now, but how to do it is 
the problem. These thoughts are set down frankly in an 
effort to point out a few things which, if corrected, will 
lead to sounder business and greater volume. 


Bais tiers the plumbing business is fine, but actu- 


LABOR—THE UNKNOWN FACTOR 
HEREVER there is a contract to bid on, with 
its unknown quantity, labor, there you will find a 
wide variation in prices. This variation is not due entirely 
to labor, but to labor plus a misconception of overhead. 
If you can do a certain job in one month, which sells 
for $800.00, with an overhead of 10 per cent, or $80.00, 
not counting your wages, and you hire a man to help you, 
figuring to do the job in half a month and because he is 
slower than you are it takes three-quarters of a month, 
what happens? You probably figured that, because of this 
extra man, you could do twice the work and, therefore, 
reduce your overhead to 5 per cent. You took the con- 
tract on this basis, and at the end of the month your sales 
were about $1,066.66, your overhead still $80.00, which 
is seven and one-half instead of five per cent, and you 
lost money on the contract. 
There is too much figuring done, based on overhead 
figured from future sales, rather than a safe margin from 
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past experience. This is something that is very danger- 
ous to do if you want to be saved. 

Plumbing shops located in cities where there are one 
or two wholesale houses near, are inclined to depend on 
the wholesale house, instead of carrying a suitable stock 
of goods. They call themselves retail plumbers, and buy 
their stock in quantities of two range boilers and one 
bathtub. By doing this they lose in two ways—first, the 
discount for buying in larger quantities; and, second, the 
time it takes to chase material. This may lead to the 
lack of capital argument, but whether it is caused by lack 
of capital or causing the lack of capital it constitutes one 
of the things you must get away from if you wish to be 
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There is too much figuring done based on overhead figured 
from future sales 





saved. A plumber should mever start business unless he 
has enough capital to carry an adequate stock of mer- 
chandise. The exception to this rule might possibly be 
one specializing entirely in large contracts; but even then 
capital, or lack of it, is a contributing cause of success 
or failure. 

Labor, except in a one man shop, should 
be the means towards an end and not the 
end. Labor or services should be looked 
on and figured on as a means to sell mer- 
chandise, a sort of delivery charge only, 
and not a profit producer. If every cus- 
tomer could be his own plumber, and all 
you had to do was to sell the material the 
problems of the plumber would be simple. 


STUDY YOUR LOCATION 

HE United Cigar Stores before de- 

ciding on a location make a complete 
study of the supply and demand in the 
city and then study with great care the 
different locations available. Does a 
plumber starting up in business give much 
thought to these subjects? Perhaps; but 
in nine times out of ten it is mostly guess- 
work, without concrete facts on which to 
base a decision. I believe that a com- 
plete survey of the plumbing business in 
every city with a population of over 
twenty thousand should be made, and a 
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Does the plumber starting up in business give much thought 
to the subject of location, or of the supply and demand in 
his city? 


This would give the plumber who was contemplating going 
into business a chance to study facts before deciding on 
a location. Moreover, this would give those already in 
the business a chance to see what is being done and 
would force them to get facts on their own business. 
Such a study could not help but produce results of benefit 
to the industry. 

Knowing, as you do, that your business is all right, 
with plenty of demand, but that education is badly needed, 
what are you going to do about it? Can you afford to sit 
back in hopes that the others will work out the problem. 
or will you tackle it yourself? From a purely selfish stand- 
point you can’t. You had better get busy. You can not 
make a profit bidding against competition which does 
not realize its costs. Keep on showing them the right 
way until sometime, perhaps, a little of what you are 

teaching will take hold. 

The other day I was in a certain plumb- 
er’s shop, talking about some of the prob- 
lems of overhead and costs. We were making 
some progress and got talking about book- 
keeping systems, when he pulled out from his 
desk drawer three different systems. He had 
started each one and given them up because 
he had not been instructed in how to keep 
them up. These systems represented an in- 
vestment of $25.00, and as they stood there, 
they weren’t worth 25 cents. Could you sell 
him anything to do with bookkeeping? I'll 
say you couldn’t. Local associations must 
see to it that such a condition does not exist. 
It’s a smal]l business, indeed, that can run 
without a bookkeeping system—and when I 
say run I mean keep on running. 

When I was a boy I stood before the 
public library in New York City and read this 
sentence displayed over the entrance, ‘‘On 
the diffusion of knowledge among our people, 
rests the preservation and perpetuation of 

‘ our free institutions,’ and today I believe 
that the plumbing industry can be saved by 


copy of such a survey be kept by the secre- y;apor ix the unknown the spreading of business knowledge among 


tary of the local and national associations. factor 


its people. 








High Lights in 


R. M. Starbuck, Jr., lists be- 
low the names of the cities 
whose plumbing codes he has 
received, and the photo- 
graphs will indicate the 


number “of 
succeeded 


in 


codes he has 


collecting 





UR collection of plumbing codes has now reached 
QO a total of something like 250, and is still growing. 
Nothing that we know of contains a greater 
amount of information valuable to the plumber than these 
ordinances. They show every conceivable practice, good, 
bad and indifferent. Some of them are revised right up 
to date and some haven’t been revised since the flood. 
We believe that there is probably no collection of 
plumbing codes more complete than ours in the entire 
country, but nevertheless there are still many cities the 
codes of which we do not have, and we are exceedingly 
desirous of getting them. 

Accordingly, we print the list of cities whose codes we 
now have, with the earnest request that in each one of 
the cities and towns which have codes, but which are not 
on the list, some plumbing contractor will take it upon 
himself to call up his local plumbing department, and 
request that the local code be sent to “Domestic Engi- 
neering.’”’ This method would save the sending of dupli- 
cates, for when more than the first request had come in, 
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the officials in the plumbing department would know that 
the desired code had already been sent. 

At the present time we have the plumbing codes of the 
following cities: 

Arkansas—Fort Smith, Hope and Hot Springs. 

Alabama—Birmingham and Gadsden. 


California—Alameda, Berkeley, Eureka, Los Angeles, 
Pasadena, Riverside, Sacramento, San Bernardino, San 
Diego, San Francisco, Santa Ana, Santa Barbara, Santa 
Rosa, Stockton. 

Alberta, Canada—Edmonton. 

British Columbia—Vancouver, Victoria. 

Manitoba—wWinnipeg. 

Ontario—Brantford, Kitchener, London, Ottawa, Peter- 
borough, St. Catherines, Toronto, Windsor. 

Saskatchewan—Moose Jaw, Regina. 

Connecticut—Bridgeport, Hartford, New Haven, New 
London, Norwalk, Torrington, Waterbury. 

Colorado—Canon City, Colorado Springs, Fort Collins, 
State of Colorado. 











Plumbing Codes 


Mr. Starbuck has about 250 
codes and is desirous of hav- 
ing a more complete collec- 


tion. 


If the name of your 


city is not listed here, Mr. 
Starbuck will appreciate 
having you send your code 

















Delaware—W ilmington. 


Florida—Jacksonville, Palm Beach, Pensacola, St. 
Petersburg, Tampa. 

Georgia—Atlanta, Columbus. 

Idaho—Boise City. 

Ilinois—Bloomington, Canton, Champaign, Chicago, 
Elgin, Jacksonville, Kewanee. 

Indiana—Fort Wayne, Indianapolis. 

Iowa—Burlington, Council Bluffs, Davenport, Des 


Moines, Keokuk, Mason City, Sioux Falls, Waterloo. 
Kansas—Kansas City, Parsons, Pittsburg. 
Kentucky—Louisville. 

Louisiana—New Orleans, Shreveport. 

Maine—Lewiston, Portland. 

Maryland—Baltimore, Cumberland, Hagerstown. 

Massachusetts—Belmont, Brookline, Framingham, Hol- 
yoke, Lowell, Lynn, New Bedford, Pittsfield, Quincy, 

Revere, Salem, Springfield, Waltham. 

Michigan—Battle Creek, Bay City, Detroit, Flint, Iron- 
wood, Jackson, Kalamazoo, Lansing, Owosso, Pontiac, 
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Royal Oak, Cheboygan. ° 

Minnesota—Duluth, Minneapolis, St. Paul, Virginia. 

Missouri—St. Joseph, St. Louis. 

Montana— Billings, Butte, Great Falls. 

New Hampshire—Concord. 

New Jersey—aAtlantic City, Bridgeton, Burlington, 
Clifton, Collingswood, Elizabeth, Irvington, Kearney, Long 
Branch, Montclair, Paterson, Perth Amboy, Plainfield. 

New Mexico—Albuquerque. 

New York—Amsterdam, Auburn, Buffalo, Elmira, 
Geneva, Glens Falls, Hornell, Jamestown, Johnstown, 
Lockport, New York, Niagara Falls, Olean, Poughkeepsie, 
Rochester, Rome, Schenectady, Syracuse, Tonawanda, 
Watertown, Watervliet, Yonkers. 

Nebraska—Lincoln, Omaha. 

North Carolina—Charlotte, Durham, Greensboro. 

North Dakota—Grand Forks. 

Ohio—Canton, Cincinnati, Cleveland, 
of Ohio. 

Oklahoma—Bartlesville, Drumright. 


Columbus, State 
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Oregon—Eugene, Portland. J Roof 
Pennsylvania—Allentown, Bethlehem, Phila- 4 kat Surface j | oo m. 

delphia, Norristown, Wilkinsburg, York. >_Not Less Than 2% Grade 1 Mein, J 2" _ 
Rhode Island—Providence, Woonsocket. ' ee! — 
South Dakota—Aberdeen. 

Texas—Dallas, El Paso, Galveston, Port try) 4 

Arthur, San Antonio. :. Lot Surface 2 | Street, 

Tennessee—Chattanooga, Memphis. a = T ‘ 1 rl 
Utah—Salt Lake City. Not Less Than 5% Grade » ai 








I 








Virginia—Norfolk, Portsmouth, Richmond. 

Washington—Spokane. 

Wisconsin — Beloit, Milwaukee, 
State of Wisconsin. 





Tacoma, 














SOME EXCELLENT CODES RECEIVED 
LUMBING codes, like many other things, 
Px. growing better and better. 

From time to time in the course of these 
articles which have been based on plumbing 
codes, we have called attention to a number of 
cities the codes of which seem unusually com- 
prehensive. Recently we received the Birm- 
ingham, Ala., code, and this is one of the excellent ones. 
It was adopted in March of the present year, and to any- 
one who is interested in up-to-date plumbing regulations, 
we commend this particular set of rules. 

Many of the modern plumbing codes are really worth- 
while treatises on the subject of plumbing, and the 
Birmingham code is one of these. One of its outstanding 
features is a large number of full-page illustrations clearly 
depicting some of the important plumbing practices 
allowed under the ordinances. 

We think it well worth while to set forth some of the 
special features of the Birmingham code. 

One of the first things to attract our attention was the 
ordinance requiring the plumbing contractor in charge of 
any plumbing or drain laying work to display in full 
view, and as close to the street as possible, a metal sign 
not less than 12x18 inches, painted red with black letters, 
setting forth the name of the plumbing contractor. This 
may be common practice in some sections, but is a new 
one to us. 

A plan, abstract or written explanation showing all nec- 
essary data and description of the work is required on 
each piece of plumbing construction before a permit is 
issued, and this is kept on file for future reference. Not 
all cities even of large size have this requirement, and 
common sense shows that it is an excellent one. 

Every person, firm or corporation engaged either in 
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Fig. 2 


plumbing or heating is required to give a bond of $2,500 
payable to the city of Birmingham. This also seems an 
excellent thing,—a protection against the ignorant work 
of those who are not justly entitled to carry on the busi- 
ness of plumbing, and is now found in a great many of 
the up-to-date codes. 

Concerning the running of house sewers, the ordinance 
states that “Sewer pipe shall be laid on a straight and 
direct line and grade from the opening in the city main 
or private sewer, to the end of the house drain; except 
that where this entails a cut of four feet or more it shall 
be allowed to change direction or grade of the sewer, 
either or both, provided that by doing so the grade shall 
not be made less than 3 per cent or the horizontal angle 
more than 30 degrees, and provided that cleanouts are 
placed at all such changes of direction.” The foregoing 
is illustrated, as shown in Fig. 1. This regulation and 
its illustration are in nowise marvellous, but they appeal 
to us as defining matters that are important but which 
generally receive but scant attention. 

The code calls for the separate ventilation through the 
roof of any branch within 20 ft. of the main stack, this 
vent pipe being not less than 2 in. in size, and 3 in. for 
stacks at greater distance. If the vent line is for more 
than two water closets, it shall be one-inch larger. Fig. 2 
shows the illustration accompanying this regulation. 

Regulations prescribe definitely for the connection of 
each individual fixture, and a full page illustration shows 
all of these connections clearly, including soda fountain, 
garage drain and stable drain connections. 

The refrigerator ordinance is very explicit. Waste pipes 
for refrigerators on one or two floors shall be 1% inch, 
2 inches for 3 to 5 floors, and 2% inches for more than 
five floors. Each refrigerator is required to have a 4x8 
inch drum trap, with accessible cleanout, as shown in 
Fig. 3. 

A requirement which we have noted in no other code, 
and a good one, is that refrigerator stacks shall not open 
at the roof, within six feet of any waste or soil pipe. 

The following ordinance, illustrated as in Fig. 4, is 
interesting,—‘‘In case a water closet on the lower floor 
is vented, and there are not more than two minor fixtures 
with 1%4-in. waste, or one minor fixture with 1%-in. 
waste, within 314 ft. of the said vent, they may discharge 
into it as a washover. Horizontal part of said revent 
shall not exceed 7 ft. in length.” 

Minor fixtures are allowed without vents provided the 
aggregate area of the waste openings does not exceed 
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stack. The ordinance referred to is 





illustrated by a drawing such as shown 
in Fig. 5. 


BIRMINGHAM ON CIRCUIT VENTS 


Lavatorics 
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HE BIRMINGHAM ordinance on 

circuit vents is as follows: ‘‘When 
a line of not more than eight fixtures 
are in a row and on the same floor and 
not more than 36 inches apart, or four 
bath tubs at 6 feet apart from center 
to center, are to be repeated on one or 
more floors, reventing may be omitted 
by the continuing of the waste line full 
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Water Closets 





size through the roof, and a separate a a a | 











vent stack the same size as the soil 
stack through the roof, thereby form- 
ing an auxiliary vent, and connecting | 
the branch lines into this vent on each 
floor not less than 12 inches above the 
floor line of the fixtures.” 

The illustration shown to describe 





this ordinance, is shown in Fig. 6, and 
to show loop venting Fig. 7 is given. ; 

It seems to us that there is some 
confusion here, for according to our 
understanding, neither of these draw- 
ings shows loop venting, but rather circuit venting. 

On pages 12 and 13 of the code, in the section devoted 
to definitions, two illustrations correctly show the differ- 
ence between circuit and loop vents, but these do not 
accord with the drawings referred to. 

The foregoing are only a few of the many excellent 
provisions to be found in this code. So many of the codes 
touch only a high spot here and there, and leave out 
altogether most of the detail, that it is refreshing to find 
something along better lines. 

Another recent acquisition to our collection of plumb- 
ing codes is that of the city of Omaha, Nebr., which was 
revised as recently as 1923. 

One of the features that particularly attracted our 
attention in looking through this well illustrated code, 
was the frequent use of the bath room connections shown 
in Fig. 8. Here a drum trap is used on the bath tub, and 
the lavatory waste connected into the top of it. This 
waste acts as a wet vent for the bath tub. While we 
believe a wet vent for the bath tub is often good practice, 
we cannot say that we just fancy this particular method 











Figs. 7 and 8 


waste pipe. 


diameter.” 
This ordinance is illustrated by a drawing similar to 


Fig: 12. 


The 
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of obtaining it. Our objection is that 
the drum trap is very likely to become 
clogged and thus put both fixtures out 
of commission. 

Another of the Omaha regulations 
which is unusual, concerns proper con- 
nections for batteries of floor drains, and 
so far as we can recall, we have never 
seen a plumbing ordinance before, which 
dealt with the subject. The regulation 
is illustrated by a drawing such as we 
show in Fig. 9. The regulation is as 
follows: ‘‘Where a battery of floor drains 
is placed on a branch line leading to a 
horizontal line, the end of each branch 
line will be considered as a vent line, 
and must run through the roof sepa- 
rately, or be connected back into the 
main vent or soil stack.” 

We believe this to be a good ordinance. 

The Schenectady, N. Y., plumbing code 

is another one recently received. It 

contains two illustrated features which 
are worthy of attention. 

A full-page illustration shows the 
method to be followed in running cellar 

piping. We reproduce it in Fig. 10. 


AN UNUSUAL ORDINANCE 

SCHENECTADY ordinance which 

we have never before seen or 
heard of is the following: ‘‘All build- 
ings having fixtures on four or more 
consecutive floors connecting with the 
same vertical pipe, which discharge into 
the soil or waste pipes or their branches, 
and which use the anti-siphon system, 
must be provided with a relief pipe 
attached to the foot of the main soil 
and waste pipes by means of a Y branch 
and a forty-five degree bend and again 
joined to the main soil or waste pipe at 
a point not less than four feet above 
the highest fixtures, or extend above 
the roof as required by other soil and 
waste pipes. A relief pipe may not be 
provided if there is a fresh air inlet 
connected to the house drain or sewer 
within fifty feet of the main soil or 
relief pipe must be at least 2 inches in 


(Continued on Page 45) 
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Here’s as interesting a problem as we have ever had for 


The Round lable 


In calling the Round Table together for our first Fall 
meeting, we will have the secretary call the roll. 


F. Holihan, Cleveland. H. J. Wilson, Detroit. 

F. H. Schuch, Indianapolis. Albert Kapotsey, Leesville, La. 
J. 5. Chambers, Mansfield, Ore. Otto Helphingstine, Galveston, Tex. 
F. Gallagher, Jamestown, N. Dak. Mr. Osborne, Albany, N. Y. 

J. E. R.—Jackson Heights, N. Y. A. B., Minneapolis, Minn. 

Le Roy Stanley, Albion, Mich. S. J. M., Cleveland. 

Bill —————— , Grand Rapids, Mich. E. A. Biefield, Watertown, Wis. 
Thos. Lucenti, New Britain, Conn. John Bookham, W. Toronto, Can. 
L. F. Sanborn, South Hibbing, Minn. E. F. K., Ironwood, Mich. 

C. B. Harwell, Cartersville, Ga. A. S., Chicago. 

J. H. Gassler. Jacksonville, Fla. P. A. S., Chicago. 

C. Crumbly, Chattanooga, Tenn. G. J. S., Wisconsin. 

C. H. L. Tench, Newport News, Va. R. S. Ills, Tillamook, Ore. 

J. Mallad, Port Angeles, Wash. R. C. Bronner, Ironwood, Mich. 
A. H. Phillip, Hanford, Calif. Gus Cornett, Paterson, N. J. 

F. March, Mineola, Long Island. A. X. A., Ft. Worth, Tex. 


A. E., Detroit. 


All those present and others not enrolled as yet, but willing to join our Round Table discussions, please 
have your name recorded by dropping the Round Table editor a line advising him of your willingness to 
join, or still better, work out the problem below and send in your answer. 


UR problem during this session will be ‘“‘The layout Sharpen your pencils, because this problem has defeated 
of a vapor job on a three-story building.’’ This several good heating men, each of whom made changes 
vapor job has not been giving satisfaction since on the job but failed to solve the problem. Go over the 

it has been installed and, knowing that all of you are layout carefully and tell me what is wrong, and how you 
good trouble shooters, I trust you will solve the mystery. would correct it to make it operate satisfactorily. 
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Fig. 1—Vapor heating layout 
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No wonder they call ‘em 
“‘Handy” Packages. 


The complete set in one box, 
down to the very last nut and 
washer — ready to take on the 


job. 


You'll enjoy setting ‘em up too. 
Every part is standardized, in- 
suring a quick, snug, perfect fit. 


The high finish has been pro- 
tected right up to the last min- 
ute by the double sealed box. 
This will both please the owner 
and result in better satisfaction 
and profits for you. 


AMPINGO PRODUCTS 


DOMESTIC ENGINEERING 
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BATH TUB COMBINATION 
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Standard Equipment 
in Boxes 


Every ‘“‘Ampinco” Handy Package of plumbers’ 


brass goods contains standardized fittings and is ° 


complete to the last detail. 


Traps and plugs, continuous wastes and traps, 
and miscellaneous articles, such as nuts, screws, 
bolts and washers, as well as complete sets of bath 
fittings, etc., are put up in “‘Ampinco’ Handy 
Packages for your convenience. 


The contents of every package are fully guaranteed 
to give satisfactory service AND—perfect finish is 


also guaranteed. 


THE AMERICAN PIN CO. 


DIVISION SCOVILL MANUFACTURING CO. 
WATERBURY, CONN. 


Mention Domestic ENGINEERING when writing advertisers. 
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A Box Full Of Reasons 
Why You, | 






CAREFULLY REAMED 
TAPEREDTOFIT TIGHTLY 


EASY TO HANDLE 


BACKED BY YEARS- 

OF EXPERIENCE og 

ii, "THERE IS 4 DIFFERENCE is 
Sar TN C2?) oe ee 


75 per box, as- 
sorted. Close to 
6” long and each 
box is plainly 
labeled, showing 
contents. 






As the “Nipples” should be as good as the 
rest of the installation, it will pay you to insist 
on “Fretz Nipples,” every one of which is 
made from New Random Length Pipe by ee 
skilled workmen. 





S. S. FRETZ, JR., & CO. 


PHILADELPHIA - - PENNA. 
WORKS: 
PHILADELPHIA, PENNA. BOYERTOWN, PENNA. 
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As the job is now installed, the building cannot be 
heated. Check carefully all pipe sizes and advise any 
changes that you would suggest in order to make the job 
circulate properly. Tell me why the radiators only heat 
half way down, also please tell me why the east side can 
be heated and not the west side. 

In order to give you an idea of the building, let us 
state that the building is a three-story brick and frame 
house. The first floor is brick and the second and third 
floors are frame. The building is exposed on all sides. 
A total of 970 sq. ft. of radiation is installed on the three 
floors. The basement is excavated, and a 1,700 sq. ft. 
boiler is installed there. All the piping is run overhead 
in the basement and the sizes of the risers, as well as the 
sizes of all return lines are marked on 
the layout in Fig. 1. 


The job was installed as a vapor job. mig, 2,— showing 
The supply connection to the radiators and radiator connec- 


the return connection from the radiators tions 
are both on the same side. The size of 
the supply connection 
to the radiator is of 
ample size in each 
case. The size of the 
return connection is 
the same on all radia- 
tors. A typical layout 
of the radiators and 
their connections is 
shown in Fig. 2. The 
west side of the build- 
ing cannot be heated 
unless 15 lb. pressure 
is carried on the 
boiler. With % Ib. of TE 2 
steam on the boiler, a 
the east side is warm. Fig. 3.—Air expeller and connec- 
It takes 5 Ib. of steam ; tions 
to get the radiators warm on the west side, and 15 lb. must 
be carried at all times to make the west rooms comfortable. 
The piping layout, the boiler and its connections, as 
well as all the pipe sizes on the main and return, are 
shown in Fig. 1. You will also note that several air 
expellers are located on the drawing used to expel the air 
from the return lines. 


Fig. 4 is an enlarged 
view of the return from 
the radiator. You will 
note that a water seal 
ball check elbow has an 
extension into the last 
section of the radiator 
and this extension car- 
ries an elbow, which is 
water sealed. In the top 
of this elbow, an air hole 
is drilled to allow for the 
escape of air in the radia- 
tor. The check ball is 
guided on two narrow 
strips so that it can seat 
tightly against the open- 
ing. The dotted lines 
show the water in the 
radiator. Fig. 3 shows a 
layout of the air expeller 
and its connections. 


Ernest A. Biefield, Round Tabl These air expellers 

rnest A. Biefield, Round Table 

member, 116-206 No. Water st. 77° thermostatically con- 
Watertown, Wis, trolled, and a vacuum 


Vacuum check closes to produit 


p-Air Exheller 
rmostatically 


Controlled 
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‘ To Boiler. 
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check valve prevents the returning of air into the system. 
Check valve A, Fig. 3, is placed to prevent any condensa- 
tion from returning into the lines from the boiler or the 
main return to the boiler. The nipple B, below the air 
expeller is about 6 in. long. The 1%4-in. main return line 
to the boiler, into which all the radiators are connected, 
as well as the drip from the main, is connected to the 
bottom of the boiler and provided with a 1%-in. check 
valve close to the boiler. 

The number of sq. ft. of radiation on each riser, is 
given where the riser extends upward. On the entire job, 
steam radiators are installed as shown in Fig. 2 and every 
radiator return is connected as shown in this figure. The 
1%-in. return line is carried to point F on Fig. 1 and 

reduced to 1%4-in. The 

() () Yc Sie ts 2-in. main on the west 
side is dripped at K. The 
2-in. main on the east 








Star, Pad side, is dripped at L. The 
W t l 2%-in. supply line run- 
Ball Crack ning south, is dripped 























| elbow A at P. 

Use the piping layout 
as shown, making only 
such changes as are 
necessary. Explain why 
the west side does not 
heat while the east 
side seems to _ heat 
satisfactorily at % to 
1 lb. Give us your 
criticisms on the air 
expellers and the ra- 
diator connections, if 
you have any. The 
boiler header is con- 
nected on both ends of 
the boiler and _ this 
header is 4-in. Take an active part in these Round Table 
discussions. In this way you will not only help your- 
self but you will help others in the trade who are bothered 
by these heating problems. The man who gets actively 
into the discussions, receives much more benefit than the 
man who merely sits back in his chair and listens. 

Please be prompt with your answers, and try to have 
these answers back to -‘‘Domestic Engineering” in two 
weeks. We have planned a lot of work for the coming 
season so please be prompt in your replies. It makes the 
work of your chairman more pleasant and we all will be 
benefited because we can take up more subjects in a given 
length of time. We are sure that every subject presented 
will be very interesting to our Round Table members and 
to all other readers of this paper. 

If any Round Table member or any other reader has 
any particular subject in mind that he would like to have 
discussed in our sessions, we hope he will write your 
chairman fully. Let him send in a sketch on the proposed 
subject and any other data that will help us to solve the 
problem. Write on one side of the paper only, and draw 
your sketch on a separate sheet. 

Now let us all get busy on the heating problem pre- 
sented at this session and do not let us forget to answer 
promptly. We would also like to have you send a photo- 
graph, or a snapshot of yourself, so that we can have a 
class picture appearing in one of our future issues. It 
will be more interesting to all of us when we can meet 
face to face. 

We hope that each member of the class will try to 
straighten out this puzzling heating system. A motion to 
adjourn is now in order. 
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Fig. 4.—Return connections 
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Christmas Gifts for the 
Home 


HEN you are making up your 

shopping lists, don’t neglect the 
| home. The woman who spends 
| her days in the home appreciates having 
the very best and the very nicest looking 
equipment throughout. 

We carry a full line of accessories— 
and we are equipped to install a complete 
bathroom or heating plant, if that’s the 
form your home Christmas gift will take. 

Come in and see our complete display. 
You'll find many practical suggestions to 
make the work of the house easier and 
more efficient. Drop in and look around. 








“‘The Story 
of the Bath’ 
is delightful 
reading,” 
,aA Te 6 
school- 


teacher. 2 

“The chil- (In this space your Name, 
aren 1h ked Telephone, and 

it.” Ask for 


Address ) 


a free copy. 




















Did You Let Someone Propose for You? 


OT ON your life! But many a merchant says that his best advertis- 
N ing comes from satisfied customers. It’s true that that is real ad- 
vertising. But you can’t control it! You can’t ask Mrs. Jones, for 
whom you have done work, to call on Mrs. Brown and tell her how 
good you are! What your customers do for you, they do of their own 
free will. How often do you, yourself, go out of the way to tell some- 
one about another merchant? Not very often, is it? 

Go after prospects yourself. The Advertising Editorial illustrations 
cost only $4.20 for 12. Commence using them this week. Let your ad- 
vertising tell about your satisfied customers. That’s the way to 
capitalize on their good will. 
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ALES LETTER 
One a Week—No. 39 





Now’s the time to commence to draw 
on the Christmas spirit. There will be a 
lot of Savings Club funds to be spent. 
See that you get your share. Go after 
a dozen or two likely prospects with the 
following letter. 


BROWN 
Heating 


JOHN 
Plumbing 


Two Rivers, N. Y., 
November 14, 1925. 
Mr. Edward Jones, 
Two Rivers, N. Y. 
Dear Sir: 

When you are making up your shopping 
lists, don’t neglect the home. The woman 
who spends her days in the home will ap- 
preciate it if you will make her work easier 
by installing modern equipment, and if you 
will help her make her home more beautiful. 

In the bathroom for instance. We have a 
full line of accessories, good looking and serv- 
iceable, to help make that important room 
attractive. Or we can install a complete new 
bathroom or heating plant, if that is the form 
your Christmas gift will take. 

At any rate, drop in and see our complete 
display. You will find many practical sug- 
gestions. You know that the spirit of Christ- 
mas now is to give practical things, rather 
than pretty, but more or less useless things. 
Just come in and look around. 

Very truly yours, 
JOHN BROWN. 


Adlet 


ONE A WEEK—No. 60 


HETHER you use it by itself, or as the 

third link in the sales chain of Advertising 
Editorial, Sales Letter and Adlet, you will find 
the Adlet valuable. Timely copy, with a sales 
punch, will enable you to put over your mer- 
chandising message. The consistent use of 
these small ads will enable you to use larger 
space later. The size of the Adlet doesn’t 
lessen its effectiveness in the least. Copy out 
the one below, add your name, address and tele- 
phone, and hand it to your paper. 








Christmas Gifts 


You’d be surprised at the fine prac- 
tical gifts you can find in this plumbing 
establishment. Give practical things 
this Christmas. We have everything 
from accessories to complete bathroom 
equipment. 
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He knows that it will work 














H2370—a Combination of Hg5214 Mixometer 
shower and Deshler Bath Fixture H2460. 


The one thing that every one says 
about Speakman Showers is that 
they ALWAYS work. 


The good-will which has been built 
up for Speakman Showers by their 
performance and service benefits 


every plumber who sells and 
installs them. 


We are further increasing this good- 
will by our national advertising 
which is reaching 2,500,000 homes 
regularly. 


SPEAKMAN COMPANY 


WILMINGTON, DELAWARE 


SPEAKMAN SHOWERS 


and FIXTURES 
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Twelve Reasons=— 


Why you should specify 0-B GATE’VALVES 








_ Having 
60 
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were described. The refining process will be recalled 

by the small picture below showing the reverberatory 
casting furnace. This furnace gets its name from the fact 
that the flames actually reverberate, due to the action of 
the hot gases. 


[ PREVIOUS issues the refining and casting of copper 


| 
| 
| 


Fe! ‘oes ' ear - . : & 
a 
. i a rw 


No. 19 in a series of Picture-Stories | 


on the manufacture of BRASS PIPE 


—THE TANK HOUSE— 














This solution is circulated through the tanks at about 
i130 deg. F. 

The theory of electrolytic refining is rather simple. If 
two copper sheets are hung in a tank full of a solution as 
described above, and about an inch apart, and if one of 
the sheets (called the cathode) is connected with the nega- 


The tank house, showing method of electrolytic refining with the anodes and cathodes in place 


The large picture on this page 
is shown for the purpose of illus- 
trating the methods of electro- 
lytic refining which follows the 
refining process in the rever- 
beratory furnace. The building 
illustrated is what is known as 
the tank house. It consists of 
a large number of wooden tanks 
all lead lined, to resist the 
action of the electrolyte, which 
is an acid solution of water, 2% 


a Pal Mh 


i] 


% 





i A tive pole of a generator and the 
S sel via other (called the anode) with 
the positive pole, a direct cur- 
rent of suitable voltage and 
density on passing will enter the 
a - ‘360s anode and pass through the so- 
lution to the cathode. In pass- 
ing, however, the current dis- 
solves copper at the anode and 


: am 


Sat 


L vl ( 
en mada will deposit an equal quantity of 


_——— 


copper at the cathode. If the 
anode contains undesirable ele- 


HL MLM 





per cent copper in the form of 


copper sulphate, bluestone, and The charging side of the reverberatory casting 
12 per cent free sulphuric acid. furnace 


ments, the process can be so reg- 
ulated that only the pure copper 
will be deposited on the cathode, 
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ASY To Keep Sold 


And “EASY” Profits 


That’s what many “Master Plumbers” say about 
the “Merion.” 





They say, “Every home-owner 
>| wants an Automatic Gas Water 
Heater, and now that we can offer 
them the “Merion” at such a low 
price water heater business is fine?’ 














Two water and one gas con- 
nection and the “Merion” is ready 
to supply automatic hot water 
service at a cost below that of any 
other Automatic Gas Water 
Heater. 


The “Merion” operates on such a 
low gas bill that when you install 
one you make a satisfied cus- 
tomer who will help you advertise 
and sell several more. 





Made in 3 Sizes 


*60-—*70—"390 


PLUS INSTALLATION CHARGES 


John Wood Mfg. Co. 


iE : | CONSHOHOCKEN, PA.--LOS ANGELES, CAL. 



























































Mention Domestic ENGINEERING when writing advertisers. 
































The Practice of 


Conferring with the Architect 


is the biggest forward step ever taken 
in heating and ventilating says 


E. W. RIESBECK 


mitted by the committee on “Conferring with the 

Architect,” which report was presented to the mem- 
bers of the American Society of Heating and Ventilating 
Engineers at their semi-annual convention at Atlantic City, 
N. J., June 15, 16 and 17, 1925. In the opinion of the 
writer this is the most important, the most far-reaching 
and most progressive step ever undertaken in the history 
of heating. 

For over two years the writer has discussed this matter 
in “Domestic Engineering” and has pictured the existing 
conditions in new installations similar to those described 
in the following report. Volumes could be written on this 
subject of faulty installations without exhausting it. For 


O N the desk of the writer is a copy of the report sub- 





over 18 years the writer, as consulting and service engi- 
neer, has been in close contact with numerous problems 
arising from the conditions outlined in this committee’s 
report, and I am convinced that the chairman, Perry 
West, and his committee deserve the utmost support of 
the heating contractors, as well as engineers, for the rea- 
son that in his report he has stated plain facts fearlessly, 
without favor and without sugar-coating them, so that the 
world might know the true conditions. 

No one can foresee the far-reaching effects of this report 
and appreciate the results that this move will bring any 
better than the man who is called into action after the 
work has been completed, the man who is so often called 
upon to devise means to remedy a faulty installation. 
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IT PAYS TO USE GOOD TOOLS 








Shift the Dial 
To Earn 
More Money 





Simply shift the dial 
to size and a Beaver 
is ready. 


So long as you pay high wages for the time it takes 
to hunt for dies and bushings—and to change 
them when found— 


Just so long will you take money away from your 
profit and add it to your cost. 


Present day costs and competition demand care- 
ful figuring and the elimination of waste effort. 


And this is the reason why you should use 
Beavers—because Beavers are always ready for 


use; they waste no time in “getting ready” for 
they are complete within themselves. 


How long will you pay for something you are not 





No loose bushings— 
the Universal chuck 
quickly centers the 
pipe and holds it. 





getting? How soon will you let Beaver Die 
Stocks put more money in your pocket? 


Any leading jobber will fill your Beaver Orders! 





The Borden Company 


510 Dana Avenue Beaver 
eens Self - Contained 
Die Stocks 


No. 6 Beaverette 
4, to 34", inclusive 
No. 25 Beaver Plain 
1 to 2’, inclusive 
No. 26 Beaver Ratchet 
1 to 2’, inclusive 
No. 41 Beaver Ratchet 
21 to 4”, inclusive 
No. 61 Beaver Ratchet 
214 to 6", inclusive 
No. 80 Beaver Ratchet 
41f to 8’, inclusive 


No. 90 Beaver Ratchet 
9 to 12’, inclusive 


A copy of the complete 
catalog of Beavers 1," to 12” 
is ready for you. Write for 
your copy. 
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Imagine, if you can, the wrath and indignation of the 
owner who has spent perhaps half a million dollars, ex- 
pecting a first class installation, and is faced with the 
expenditure of several thousand dollars more to make the 
installation function properly. All this should and can 
be avoided if proper engineering talent is employed at the 
start. This movement will mean to the heating contractor 
more specific data on the proper installation, also better 
and closer estimates on the cost will be the result. Sat- 
isfactory installations and better profits will also be the 
reward of the heating contractor as well as increased 
prestige and satisfied customers. 


PART OF THE COMMITTEE REPORT 
HE FOLLOWING paragraphs are briefly the recom- 
mendations as outlined to the American Society of 
Heating and Ventilating Engineers. These paragraphs are 
self-explanatory and should be of the greatest interest to 
our readers: 

“1. At the March 238, 1925, meeting of Atlantic City 
Chapter of the American Society of Heating and Ventilat- 
ing Engineers the subject discussed was the heating and 
ventilating engineer and his human relations. This meet- 
ing was attended by about 100 of the leading members of 
the various professions and trade industries, including 
four prominent architects and sales representatives, to- 
gether with representatives of the owners, managers and 
loan company. 

“2. The object of this meeting was to bring together 
representatives of the owners, architects, engineers, con- 
tractors, loan company, managers, manufacturers and 
salesmen, interested in the heating and ventilating equip- 
ment of buildings, for a friendly discussion of some co-op- 
erative means for improving the planning, specifying and 
installation of this type of equipment. 

“3. There is a growing feeling among those who are 
closely allied with this field of endeavor that, for the 
great majority of our buildings, the mechanical equipment 
is so poorly planned and specified that it is utterly impos- 
sible to secure a fair estimate and properly install the 
work after the contract is given out. 

‘4, We have the National Board of Fire Underwriters’ 
rules and regulations for controlling the installation of 
electrical equipment, and the plumbing code for con- 
trolling the installation of plumbing work, but practically 
nothing for the guiding or controlling the proper installa- 
tion of heating and ventilating work. 

“5. Two great controlling motives have operated to 
bring these accomplishments about, one being the protec- 
tion of life and limb, and the other the protection of 
property, primarily against fire hazards and epidemics. 

“6. Perhaps the protection of property has been the 
stronger motive, as it is not unusual for human health 
and even life itself to be held cheaper than property and 
commercialism. 

“7, Most of us do believe, however, that after being 
allowed life and a bare existence, there is a great deal 
more, after all, in being allowed the proper pursuit of 
liberty and happiness, which are the other two important 
factors upon which our constitution rests. 

“8. In a great many of our modern buildings, includ- 
ing apartment houses in which millions of families are 
housed, the offices and factories in which they work, the 
theaters and places of assemblage to which they go for 
their amusement, and even the hospitals to which they 
are taken when sick, the heating and ventilating, hot 
water supply, etc., is sadly deficient, principally on account 
of it not being properly planned, specified and installed. 

“9. We have a much stronger plea, therefore, for this 
work than the mere saving of property and life, as it might 
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The Simplex Flush Valve is constructed like an 
injector, its outlet being tapered, and this causes 
the water to be delivered to the bowl with greater 
flushing power. 


This feature is important in low water pressure 
districts. There is never any water hammer to 
the Simplex, either in opening or closing. The 
water pressure itself closes the -valve after each 
operation, and meters the length of each flush. 


The Simplex will operate on any pressure from five 
to one hundred pounds, where there is a sufficient 
volume of water. 


A recent improvement provides for adjustment of 
length of flush from the exterior and the cleaning 
of by-pass without taking valve apart. 












THE BEATON & CADWELL MFG. CO. 
New Britain, Conn. 


Please send at once Catalogue and other 
information on the Simplex Flush Valve, to- 
gether with price list. 
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Demand Breaks All 
Honeywell Records 
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Price to 
Consumer 


$60 


Plus installation 
charges 





ZA 





Never before in our 15 
years of activity in the field 
of Automatic Temperature 
Controls have we enjoyed 
such a demand for our 
products. 


Since the announcement of 
our new and greatly im- 
proved series we have ma- 
terially increased our or- 
ganization and our manu- 
facturing resources. 


Yet we are obliged to work 
twenty-four hours a day in 
order to keep pace with the 
demand. 


More than 30 of the most 
prominent oil burner mak- 
ers alone are equipping 
with Honeywell. 


Quality, simplicity, reliabil- 
ity—these are the three 
essentials that count heavi- 
est in Automatic Room 
Temperature Regulation. 


The trade recognizes that 
these three essentials are 
assured to a surpassing de- 
gree in the new Honeywell 
series. 


Identify yourself with Hon- 
eywell. Write for new low 
prices and trade discounts. 


The Honeywell Heating 
Specialties Company 
Wabash, Indiana 


HONEYWELL 







The new Honeywell series 
is applicable to every type 
of heating plant, burning 
every kind of fuel—coal, 
oilor gas. New series ther- 
mostat equipped with high 
grade thermometers. Mo- 
tors and Switch Motors 
listed by Underwriters’ La- 
boratories, Incorporated. 





The simplicity of the 
new Honeywell motors 
has amazed the trade. 
Every possible source of 
trouble eliminated. No 
armature, or armature 
windings, no brushes, 
brush holders, brush 
holder bearings, brush 
holder springs, contacts 
or relays. No bracket. 
Everything extremely 
accessible. Rotor and 
train of gears only 
moving parts. 


Temperature Regulators 
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be far better to suffer some of our fellow beings to perish 
than to allow them to remain in the miserably heated and 
ventilated quarters in which we force them to exist. 

“The principal causes of the diseases are: 

“10. The practice of too many owners and architects 
in relegating the matter of heating and ventilating to an 
inferior position where it does not receive the proper at- 
tention. 

“11. The practice of too many school boards, hos- 
pitals committees, etc., in using engineering as a football 
to play graft, personal whims, personal favoritism or 
personal aggrandisement. 

"12. The practice of too many architects in attempting 
to handle the heating and ventilating without proper 
knowledge and facilities. 


“13. The practice of too many engineers in attempting 
to take work so cheaply that they cannot afford to do it 
right. 

“14. The practice of too many engineers in attempt- 


ing heating and ventilating work when it is out of their 
particular line. 

“15. The practice of too many engineers in taking 
more work than their organization can properly attend 
to. Trying to turn out engineering services on a quantity 
production basis, which is most difficult to do properly. 

“16. The practice of too many manufacturers and 
contractors in attempting to furnish engineering free to 
architects and owners without the time and facilities for 
doing it right. 

“17. The practice of too many general contractors in 
attempting to squeeze a greater profit out of the job by 
cheapening the engineering equipment at the expense of 
the building. 

“18. The practice of too many loan companies in trying 
to cheapen the engineering equipment after floating securi- 
ties on the basis of higher class equipment. 

19. The practice of too many architects in making 
the employing of his engineer too much of a buying and 
trading proposition, putting off and dragging it along to 
wear the engineer down in price, until the job has pro- 
gressed so far that the engineer cannot get proper pro- 
visions for his apparatus and has to hurry his study and 
design too much. The engineer should be in at the 
inception.” 


EXAMPLES OF FAULTY INSTALLATIONS 

F space would permit, I could give any number of 
earl where installations made did not meet the 
requirements and, in many cases, did not even conform 
to the every day practice and established rules of the 
heating and ventilating business, not to say anything 
about sanitary rules or good engineering practice. 

Let me mention just a few of the numerous instances 
that have come to my knowledge and with which I have 
had to deal in order to satisfy the owner. 

In a 150-bed hospital, modern in every way, and built 
only a year ago, the sewage system was installed in a way 
that when it rained the sewage would back up into the 
basement, flooding same to a height of from 4 to 18 in. 
Another hospital sewage system was connected in much 
the same manner, causing the kitchen as well as the dining 
room, located in the basement, to be flooded. The returns 
from some of the traps on the steam-operated kitchen 
equipment were connected with the sewer, causing a smell 
that could not be endured. No ventilating equipment of 
any kind was installed in the kitchen, causing the cooking 
odors to spread to every floor of the building. 

Another hospital had the high-pressure steam connected 
with the radiators in the operating room, standard type 
radiators, and no means of reducing the pressure was 
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THE BIGGEST 


SINGLE IMPROVEMENT 
FAUCET CONSTRUCTION 


VS 
in wecent Y ear 








Inner ring high 
grade rubber filled 


Outer ring of high . 
cotton packing 


grade packing rub- 
ber. This ring 
forms a seal be- 
tween nut and body 





ROBERTS FREE TURNING PACKING 


HEN the nut is tightened the two To give your customers absolute satis- 





packings compress independently faction and assure yourself of repeat 
upon the brass washer. This combina- orders, standardize on ROBERTS 
tion maintains uniformly distributed Products. ROBERTS Free Turning 
pressure against the valve stem, making Packing is used on all ROBERTS 
it positively leak-proof. “compression goods. 


Sold Through Your Jobber 


THE ROBERTS BRASS MFG. CO. 


Manufacturers of Brass Goods for Steam, Water, 
Gas, Gasoline, Air, Oil and Automotive Use 


DETROIT - - - - MICHIGAN 


OBERT 
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THERMOSTATIC TRAP 


Conceived, designed and built to a purpose — the elimi- 
nation of trap troubles — the Milvaco Thermostatic 
Trap embodies in its detail of construction, principal of 
operation, and accomplishment of purpose, a standard 
synonymous to the Milwaukee Valve Company. 


THUVIVUUUUOOTNUUUUVUU0N00LU0UOTOUUAUAVAUA LANNE 


Backed by twenty-five years of manufacturing experience 
—A message with a meaning to the discriminating buyer. 


Bulletin No. 23 descriptive in detail of the Milvaco Ther- 
mostatic Trap will gladly be mailed you upon request. 


MILWAUKEE VALVE Co. 


MILWAUKEE, WISCONSIN, U.S&S.A. 
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installed. Imagine, if you can, what would have hap- 
pened if the radiators had blown up during an operation. 
Another hospital had high-pressure steam (100-lb. press.) 
connected with the heating system with a 1% in. pipe, 
to help out the low-pressure cast iron boiler, in case of 
cold weather, as it was explained to me, without an 
attempt to put a reducing valve or blow-off valve in the 
line. The real reason was that the boiler and the supply 
lines were too small, in the first place, and the high-pres- 
sure line was used all the time. 

In an apartment building, covering a square block, a 
vacuum system was installed to heat the building. During 
the first winter it was found that a large number of the 
apartments could not be heated at all. An investigation 
revealed the fact that % in. supply risers were called for 
on the blue print and installed on 50 to 80 ft. radiators. 
The return line was located 3 ft. under the floor and the 
centrifugal vacuum pump 18 in. above the basement floor. 

A large garage, holding 200 cars, was laid out and 
built without a ventilating fan or fresh air inlet of any 
kind. The air was blue in the morning during the winter 
months, when all doors and windows were closed, and no 
one could work in there for any length of time. 


The writer could go on indefinitely mentioning large 
school houses, hospitals, office buildings, etc., erected 
and no attempt made to provide ventilation, and where 
the most primitive and inadequate heating systems were 
installed; pipes laid in concrete or placed in the walls 
in such a way that they had to be partly wrecked to 
repair a break due to no expansion being allowed; toilets 
installed in such a way that the refuse of one was dis- 
charged into the adjoining one or the one opposite; high- 
pressure boiler headers, carrying 125-lb. pressure, cross 
connected to low-pressure boilers by means of a 6-in. 
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connection, with a common globe valve in the line only, 
and many other examples, but space does not permit. 


NOT GOOD GUESSERS 

VERY heating contractor as well as every engineer who 

has the interest of the public at heart and who wishes 
to protect himself, should get behind this movement with 
all his energy, because it will mean better installations 
and increased profits. Proper layouts and clear specifica- 
tions will enable him to proceed with his work more rap- 
idly, as well as help him to avoid the necessity of puzzling 
over the interpretation of poorly written specifications. 
Sometimes specifications are worded in such a way that 
the blame may always be fastened onto the heating 
contractor. 

Proper heating and ventilating layouts, backed by clear 
and understandable specifications, will mean much to the 
trade and to the owner. In our present layouts many 
times the most important details are left to the man on 
the job, and they are many times not good guessers. 

Let us all resolve that we, as heating and ventilating 
contractors and engineers, will give these recommenda- 
tions our hearty support, for our own good as well as for 
the great benefit the public will derive from this forward 
move, so badly needed and so sadly neglected in the past. 





W. T. Daniels has purchased the plumbing and heat- 
ing establishment of E. C. Nelson, Sheldon, Iowa. Mr. 
Nelson will devote his entire time to the selling of light 
and power plants, and oil burners. 


The J. A. Hutton Plumbing & Heating Co., Richmond, 
Mo., has moved to its new quarters in the Dr. Greene 
building, on East Main street. Mr. Hutton has remodeled 
the place, making it strictly modern. 











Always the Same 


whenever you order. 


Ask Your Jobber 


Producers of Genuine Two-Fire Vitreous 
China Water Closet Tanks and Closet Bowls 


ROBINSON ILLINOIS 





If you are one of the thousands of plumbing 
contractors who have used Zwermann Vitreous 
Ware—you know it’s good, and because we 
specialize on only three numbers, we are able 
to control the quality of our product to very 
close limits—you can count on getting the 
same identical tank, bowl or combination 
This is worth a great 
deal to you, when you stop to think about it. 


ZWERMANN coe ae 


Plate No. 18 Wash Down Bowl. A genuine two- 
fire Vitreous China Wash Down Bowl, to rough in 
at 14 inches. Standard as to dimensions and size. 
A special feature js the shape inside, which gives 
an exceptionally large water seal and absolutely 
prevents soiling. 
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ALPHA Brass Pipe is better 


con It has more copper and more lead than ordinary brass pipe. 
Ve More copper makes it dense, ductile, and tough, and increases its 


resistance to corrosion. Asa result it can be bent easily, possesses a 
superior surface finish and resists corrosion better than ordinary 
brass pipe. 

More lead makes it easier to cut and thread. 


It is well known that more copper improves the quality of brass 
pipe. However, ordinary brass pipe which is of the Muntz mix- 
ture is manufactured by a process that cannot be used commer- 
cially on Alpha Brass Pipe. We are able to make this pipe because 
we are willing to employ a different process of manufacture. 


Alpha Brass Pipe is guaranteed not to season crack and is pro- 
tected by our trademark. 


The story of Alpha Brass is told in a booklet which we will gladly 


send upon request. 


CHASE COMPANIES, Inc., Watersury, Conn. 7 &pase eral Nort 


STOCKS: Chase Brass € Sompanies, Inc. (New York) Chase Companies of New Jersey (Newark) 
The Ohio Chase Company (Cleveland) Chase Companies of California (San Fiancisco Los Angeles) 


OFFICES: Boston New York Philadelphia Rochester Pittsburgh’ Chicago 


St. Louis Atlanta Denver 


Members Copper and Brass Research Association 








ALPHA 
Tass pe 








Oreo oo Oo 
B 


DE-0320-2- 


~ 


CHASE COMPANIES, Inc., Waterbury, Conn. 


Please send me free of charge a copy of your book on Alpha Brass, 


Name ence: cosevecse 
Firm 
Position _........... 


Address 
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High Lights in Plumbing Codes 


(Continued from Page 27) 
We are free to confess that we do not really under- 
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overcomes in part, the saving that the anti-siphon trap is 
supposed to make in not requiring a vent. 

The Schenectady relief pipe is a very interesting thing, 
and we hope someone will let us know just what its 


purpose is. 

We recently devoted an article to the subject of garage 
drains, and have had a little to say concerning stable 
drains. Recently we received from the plumbing depart- 
ment of Victoria, B. C., a copy of their code, and with it 


stand what this relief pipe accomplishes, and would feel 
very grateful to any of our Schenectady friends who would 
give us some enlightenment on the subject. 

From the mention that is made of the fresh air inlet, 
we are led to believe that this relief pipe is used for the 
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Fig. 12 


Fig. 14 Fig. 13 


purpose of bringing into the stack to which it is attached, 
a supply of fresh air. If this is its purpose, we would 
question whether it would be very successful in drawing 
down a very abundant supply of fresh air. Many are 
not over friendly to the use of the anti-siphon trap, and 
it seems to us that the supposed need of the relief pipe 
testifies somewhat to the need of some sort of assistance 
for the anti-siphon trap. Moreover, the use of such a pipe 


a drawing showing their method of connecting stable 
drains. In Fig. 12 we show the plan, and in Fig. 13 an 
elevation of the stable trap. 

In sending us the plumbing code of Pensacola, Fla., the 
plumbing inspector of that city, Jas. W. Jolly, sent us a 
sketch of the manner in which they connect bungalow 
or top floor plumbing. We thank him for this and are 
glad to show it in Fig. 14, and to give it our O.K. 

















New and Improved 


Model ‘‘R’’ - 
AUTOMATIC CELLAR DRAINER 


Its patented “‘built’’ around suction tube 
construction requires only a very small sump 
in the first place and, once installed, it will 
give better and longer service with less 
attention than any similar product on the 
market. The whole drainer is below the 
floor level, yet all working parts are above 
the water line and easily accessible. Made 
of brass throughout, except the float which is 
copper. Full specifications gladly furnished. 












It’s More 


Write Today. 


PENBERTHY INJECTOR CO. 
Established 1866 
1244 Holden Avenue DETROIT, MICH. 


Canadian Plant, Windsor, Ontario 


—FEfficient 
—Reliable 
—Durable 


—Economical 
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The Denver Plumbing School 


By Peter Menzies 


N VIEW of the tremendous impetus given to vocational 
[ ersinine in the public schools through the efforts of 

the United States Government acting in conjunction 
with local school boards through the operation of the 
Smith-Hughes Act and ably seconded by the National 
Trade Extension Bureau and the trade press, it may not 
be amiss at this time to present a sketch of the develop- 
ment of the Denver Class in Plumbing. So many inquiries 
have been received by the instructors of this class that it 
is too much of a task to answer each individually, and 
we hope, through the wide circulation and cooperation of 
“Domestic Engineering,’”’ to answer not only those inquiries 
which have been received, but to assist others who may 
be desirous of inaugurating a class of this kind in their 
own city. 

The Denver Board of Education operated a day class 
for plumbers for many years, but although the class had 
an excellent instructor, no pupil thereof, as far as the 
writer is aware, ever succeeded in passing the City of 
Denver or Colorado State examinations for plumbers, and 
consequently were unable to pursue their trade in 
Colorado. 

This class went out of existence previous to the war 
and nothing further was done in this direction until the 
extreme shortage of mechanics occasioned by the Great 
War and the restriction of immigration compelled the 
local master plumbers to take some action to ameliorate 
or relieve existing conditions. 

During the summer of 1920 a committee of master 
plumbers was appointed to confer with the Denver Board 
of Education to see if something could be done, but in 
view of their previous experience the Board was at first 
very reluctant to take any action in the matter. After 
some consideration, however, they agreed, provided the 
master plumbers would stand one-half the expense of in- 
structors, to give it a trial as an evening class and to 
stand besides their share of the instructor’s expense and 
the incidental expenses connected with the operation of 
the class. 

The class was therefore started in November, 1920, at 
the North Side high school with an enrollment of 30, J. P. 
Brickey, Lee E. Sinclair and J. F. Van Daniker being the 
instructors in charge. 

Owing in part to the unfavorable location of this school 
and also to the apathy and indifference of the master 
plumbers and of the journeymen, the average attendance 
of the class became so small that it seemed for a time this 
enterprise would be a failure. 


How the Plumbing Class Became Popular 

Shortly after the opening of the second school term in 
September, 1921, arrangements were made to move the 
class to Opportunity School where, with the very able 
assistance of Miss Emily Griffith, superintendent of Op- 
portunity School, the class has become one of the lead- 
ing vocational classes of the school. The present en- 
rollment of the class is 80, and a long waiting list of 
applicants who are desirous of joining but for whom there 
is at present no room available. Incidentally the number 
of apprentices in Denver has grown from about 7 in 1920 
to over 60 at the present time, and through the operation 
of this school, with the aid and co-operation of the master 
plumbers and journeymen, some 40 apprentices have taken 
their examinations and become licensed plumbers. The 
classes are held on Tuesday and Thursday evenings only 
from 7:30 to 9:00, the instruction given being supple- 
mentary to the practical work done on the job during the 
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etream Heater that furnishes constant hot 
water for domestic use, day and night. 
Noiseless, smokeless, odorless, no generate 
ing. Burns 19 to 30 hours per gallon, 
Wick requires no trimming. Sells and 
satisfies because it’s right. 


LET’S Go! Have you our new No. 25 Catalog show- 
ing our complete line of popular priced 

heaters? Write today. 
THE HOTSTREAM HEATER COMPANY, Cleveland, Ohio 
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STRINGER 
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REDUCE 
ROUGHING -IN COSTS 


They eliminate cumbersome, awkward and 
expensive long-screw connections, unions and 
“R” and “L” nipples and SAVE TIME on the 
job. Their use PROMOTE ECONOMY and 
place DOLLARS in the PLUMBERS’ POCKET. 
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Write today for Catalog “‘H’”’ which illustrates 
fittings to meet the needs of your locality. 


STRINGER BROS. CO. 
1100 W. 38th STREET 2 st 23 CHICAGO, ILL. 
Manufacturers of 
Economical Cast Iron Roughing-In Systems 
for Any Type Building 
Warehouses: Chicage, Ill.; Gadsden, Ala. Factory: Gadsden, Ala. 





The F. N. Du Bois Co., Inc. 


Manufacturers of 


Lead and Brass Plumbing Pro- 
ducts and Blauvelt Bathroom 
Fittings including Packless Sin- 
gle, Double and Triple Faucets 

A comprehensive exhibit of 

The F. N. Du Bois Co.’s pro- 

ducts and the Blauvelt line is 

on permanent display at the 

Architects Sample’s Corpor- 


ation, 101 Park Ave., New 
York City. 


Ninth Ave. & 25th St. New York 
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day, and in this way turning out a very superior grade 
of workmen. 

Instruction is given in everything relative to plumbing, 
including the applied academic studies: Science, Arith- 
metic and Spelling, Plan Reading and Estimating, the ob- 
ject of the class being not to flood the trade with half- 
baked mechanics, but to assist the master plumbers and 
the journeymen to produce in the apprentice a more 
competent workman than could possibly be produced 
without its aid. 

By reason of cramped quarters it is impossible to prop- 
erly demonstrate the practical installation of plumbing 
work, but a new school building is now being erected to 
house the many trade classes, and we hope soon to extend 
our work in this direction. 

Since September, 1921, until the present time the 
plumbing class has had the same corps of instructors, J. P. 
Brickey, member of Board of Directors of the National 
Association of Master Plumbers, president of the Denver 
Association and the Colorado Society of Sanitary and 
Heating Engineers, being in charge of the lead work and 
installation class; Lee E. Sinclair of the firm of Brickey 
& Sinclair, in charge of the drawing and estimating class, 
and Peter Menzies (the writer of the article) teaching the 
academic subjects and having general supervision over the 
classes. 

Space does not permit going into detail concerning the 
Opportunity School as a whole, but to the student of 
vocational training this is a most interesting place and 
well worth a visit from anyone passing through Denver. 

I can not, however, close this article without paying a 
well-deserved tribute to my associates, Messrs. Brickey and 
Sinclair, who have brought the work in their classes to a 
high standard of perfection; to Miss Emily Griffith, super- 
intendent of Opportunity School and her able assistant, 
Mrs. Miller, for their intelligent, untiring and zealous 
assistance in helping to make this class the pride of Op- 
portunity School, and to Local Union No. 3, which is tak- 
ing a very active interest in the welfare of the class and 
which now insists that every apprentice in Denver must 
attend these classes. 

A class in steam and hot water engineering was started 
last year with the writer in charge, and as we are now 
assured of the active support and backing of the steam- 
fitters’ union, this class will be made a permanent feature 
at Opportunity School. 





‘WILL OF THOMAS FRANKLIN MANVILLE PROBATED 


Thomas Franklin Manville, who was chairman of the 
board of directors of Johns-Manville, Inc., of New York 
City, left a fortune of between $25,000,000 and $30,000,- 
000. His will leaves $1,000,000 to the Fifth Avenue 
Hospital and provides several bequests to employes, and 
also provides for the purchase at half price by directors 
and employes of Johns-Manville, Inc., of 40,000 shares of 
the capital stock of the concern. To each director who 
has been in office for ten years is bequeathed $10,000. 
The remainder of the fortune is to be divided equally be- 
tween Mr. Manville’s son and daughter. 





Fred Flader has moved his plumbing business from 
1914 Central street, Evanston, Ill., to his new quarters 
in the Flader building at 1918-20 Harrison street in that 
city. At his new location Mr. Flader will have a modern 
showroom and an up-to-date workshop in the rear. 

The Channel Warehouse Extension Co., Inc., Turning 
Basin District, Houston, Tex., is planning additions to its 
wharfs and warehouses which will demand an expenditure 
of $750,000. James A. Schilling, Courthouse building, 
Houston, is the architect. 
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Your customer is sure to approve your 
choice of Chino, for it has complete 
freedom from the usual faults—cracks, 


chipping, peeling and yellowing fromage. 


Chino is a beautiful composition tank 
of dazzling whiteness and matchless 
lustre. No ripples, no coarse grain— 
a surface absolutely flawless. 


Comes equipped with high grade, nickel 
plated brass fittings of our own man- 
ufacture. Both tank and fittings carry 
our usual guarantee—an unconditional 
one. 


Yet the price of a Chino Composition 
Tank is moderate and includes a big 
profit for you! 


Chino has been imitated but not 
equalled. Install the genuine and avoid 
possible complaints. 


You'll find your jobber has Chino 
Tanks in stock or will be glad to 
take your order for them and give 
you quick delivery. . 


Beneke CH INO Tanks 


BENEKE MANUFACTURING COMPANY 


Successors to 


BENEKE &? KROPF MANUFACTURING CO. 


21st and Rockwell Streets 


CHICAGO, ILLINOIS 
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Johnson & Davis Plumbing & Heating Company ~ 
Plumbing Contractor 


The M. J. O'Fallon Supply Company, Plumbing Fixtures 


The selection of Royal Flush Valves water, regardless of how long the operat- 
for the New Capitol Life Insurance ing handle is held down. It is the only 
Building in Denver was a natural one. one that is self-adjusting to prevailing 
People who build fine buildings are dis- water pressure. 


criminating buyers. 
; These are a few of the features of the 
The Sloan Flush Valve is the only one Sloan Flush Valve that have been respon- 
that closes automatically after it has _ sible for it being installed in thousands 
delivered a predetermined quantity of of the finest buildings in the country. 


Roval Flush Valves 


SLOAN VALVE COMPANY 
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Letters to the Editor 


MERIT NEW BUSINESS 


To the Editor of ‘‘Domestic Engineering’ :— 

In my experience in the plumbing and heating busi- 
ness, the best way to gain new business is to satisfy your 
customer. A satisfied customer is the best medium of 
advertisement any business has. He will tell his neighbor 
and recommend him to a plumber who installed his job. 
Just recently I had an experience of this kind, which re- 
sulted in three nice jobs, which I secured at a good profit. 

We installed a heating plant for a customer and thor- 
oughly satisfied him, and with his aid three others were 
sold at a nice profit and even at a higher figure than that 
of our competitors. It pays to be neat with your work 
and see that everything is working in tip-top condition 
before the job is left by your mechanics. 

Even in repair work, doing things correctly and thor- 
oughly will build your business, make your profits larger 
and your collections easier. Thoroughness should be the 
keynote of your shop. Give your employees to under- 
stand that you will not stand for any slip-shod workman- 
ship. 

Be careful in making promises. If you fail to do a job 
at a time stated, it leaves a bad taste in your customer’s 
mouth. It is better to extend the time to do the job and 
if possible do it earlier than promised. It makes your 
customer feel that you are really interested in him and 
that you are trying to give him service. 

These little hints will’ stimulate your business, in- 
crease the public’s confidence in you and make your busi- 
ness really grow in fact and in profit. 

Roanoke, Virginia. A. R. MAIN, 
Main Brothers Company. 





MILWAUKEE APPRENTICE PLUMBERS’ ATHLETIC 
ASSOCIATION ORGANIZED 

To the Editor of ‘‘Domestic Engineering’’:—Thinking 
the following would be interesting to the plumbing fra- 
ternity, I am sending you a new idea in the activities of 
the apprentice plumber. As you are aware, in Wisconsin 
we have an apprentice law which includes young fellows 
entering the plumbing field. This apprentice law requires 
the apprentice to attend a vocational school one-half day 
per week for 100 weeks. At the present time we have 
124 of these indentured plumbing apprentices attending 
the Milwaukee Vocational School. Since my work as in- 
structor began at the above schools 2% years ago, I have 
had about 30 of these young fellows complete their school 
requirements, and many more will complete their school- 
ing this coming year. 


To keep up acquaintanceship with these boys and to 


meet with their many desires in the form of indoor and 
outdoor athletics prompted the idea of forming an athletic 
association. With this thing in mind, 80 or more of the 
boys met at the Milwaukee Vocational School on the eve- 
ning of Wednesday, October 28, and organized the Milwau- 
kee Apprentice Plumbers’ Athletic Association, the first of 
its kind, I believe, among apprentice plumbers. The 
following officers were elected: 

President, Lester Becker; 1st vice-president, Winfred 
Erdman; 2nd vice-president, Joseph Zurowski; secretary, 
Frank Smith; treasurer, Elmer Haak; sergeants-at-arms, 
Walter Schreiber and Sewell Horwitz. 

The purpose of the organization is to aid all indentured 
plumbing apprentices attending the Milwaukee Vocational 
School, or those who have completed their school require- 
ments, to take part in all desirable forms of athletics, to 
encourage the use of spare time advantageously, and en- 
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Bulldozer Power Pumps and Water Systems. As one dealer 

expressed himself quite recently ‘‘Up to two years ago I never 
even thought of selling a power pump let alone installing one. 
Last year I recovered from my timidity and started in a small way 
with Myers Self-Oiling Power Pumps and Water Systems. This 
year I have already ordered thirty-five and before the year is over 
expect to increase the number to at least fifty.’’ Other dealers 
are just as active. 


B natece and profits come to those who sell Myers Self-Oiling 





In our opinion similar opportunities exist for every dealer and 
pump man. Myers Self-Oiling Bulldozer Power Pumps and 
Water Systems with their safe and sane construction, their positive 
self-lubrication and other radical improvements have simplified 
installation and operation to such an extent that anyone, who 
uses water in any quantity up to ten thousand gallons per hour, 
can now have power water facilities at an extremely low cost. 
And the best part of it is, that many dealers who but a compara- 
tively short time ago hesitated and even refused to sell and install 
power water facilities have changed their minds and are now 
enthusiastically engaged in this profitable work. 


As a dealer, a plumber, or a pump man, who is familiar with con- 
ditions as they exist in your community, you will easily call to 
mind a number of folks, who are or who soon will be live prospects 
for a power water system of some kind. If you are a Myers dealer 
you are fully prepared to go after this business. If not, place 
your self in position to get it by writing us for catalog, information 
and prices. Don’t put it off another day. 


THe F.E.AMYERS&BRO.CO. 
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courage a continued acquaintanceship of young men enter- 
ing the plumbing trade. Many activities will be carried on 
by the organization, such as plays, musical entertain- 
ments, banquets, visiting sick members, etc., and other 
social work. The membership will be about 140, and it will 
be self-supporting and self-governing under the leadership 
of the writer. 

Anyone desiring information about the organization can 
write George Wm. Farndale, Plumbing Instructor, Milwau- 
kee Vocational School, 6th and Prairie streets, Milwaukee. 

, GEO. WM. FARNDALE. 





CIVILIZATION’S HERALD 
To the Editor: 

I am sought of them that asked not for me; I am found 
of them that sought me not; though they speak evil of 
me and revile me, both in jest and in earnest; STILL 
THEY SEEK ME. 

Why? For I have set my sign among them, and they 
have seen the glory of my works reflected in their own 
bodies, and they shall declare my glory to all peoples. 

I know their needs of cleanliness and their thoughts. 

It shall come that I shall gather all nations and tongues 
under my protection; and all shall see my glory. 

And I shall set my sign on their countenances, and they 
shall go forth and look upon the carcasses of men who 
obey not the God-given laws of cleanliness; AND THE 
UNCLEAN SHALL BE ABASHED. 

I AM CIVILIZATION’S HERALD. PROGRESS AND HAP- 
PINESS FOLLOW MY WORKS. 

The very joys of life are dependent on my works. By 
my efforts the joyfulness of Youth is increased and the 
ills incident to old age lessened. 

I am prevention, the physician, the cure—and without 
my aid he is helpless. 

Where I have labored not, there stalks filth and disease. 

My history is the story of the successful progress of 
man. — ; 

Thus saith the Master Plumber. 

(Signed) K——. 


New Orleans, La. 


Noew Business “Ventures 


The Quirk Building & Plumbing Co., of Pikesville, Md., 
has been incorporated with a capital stock of $100,000, 
by Edward. L. Quirk, Wm. B. Ross and others. 

W. B. Cooper has engaged in the plumbing and heating 
business at 1109 Central avenue, Fort Dodge, Iowa. 

The Hinckley Plumbing & Heating Co., of Tisbury, 
Vineyard Haven, Mass., has been incorporated with a capi- 
tal of $5,000. The incorporators are: Herbert N. Hinck- 
ley, Nelson C. Hinckley and Cornish P. Hinckley, all of 
Tisbury, Vineyard Haven, Mass. ; 

Standard Plumbing & Heating Company of Springfield, 
Ine., Springfield, Ill., has been incorporated with a capi- 
tal of $10,000. George Luibel, Herbert Mansfield, M. 
Luibel, B. France and M. Mansfield are the incorporators. 

The V. & C. Plumbing Co. has started in business at 
1624 Lincoln boulevard, Venice, Calif. Roy J. Vander is 
at the head of the new venture. 

Jesse C. Riley has opened a plumbing and heating estab- 
lishment at 511 Graff Lane, Atlantic City, N. J. 

W. Beatty has opened a plumbing and heating estab- 
lishment at 26 South Congress avenue, Atlantic City, N. J. 

Roy J. O’Neil has opened a plumbing and heating 
constracting business at 424 Galena boulevard, Aurora, 
Ill. 
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“In reference to the use of the Tank in Basement System, 
together with the No. 2 Red Top Relief Valve, this is far 
better than the expansion tank used in upper rooms or attic 
for overflow. 


This I have learned from tests in my own home and other 
properties”’. The Pennsylvania heating contractor who 
wrote this, proves the pudding by eating. He had found out 
for himself the efficiency, the economy, the safety and the 
simple reliable operation of this sytem. 

Red Top No. 2, as well as Red Top No. 1 (for domestic hot 
water system) bears the official approval of the Underwriters 
Laboratories, Inc. Send for new Red Top heating booklet. 


NEPTUNE METER CO. 
50 E. 42nd STREET, NEW YORK CITY, N. Y. 
Branch Offices in Principal Cities 
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Here’s your chance to get some real 
Christmas business 


Millions of dollars in Christmas Sav- 
ings Funds will be turned loose during 
the next few weeks for the big holiday 
spending season. You've never had a 
real share of this business before, and 
sO a suggestion ought to be welcome. 
The Classic Sink Fixture has repeat- 
edly demonstrated that it is a live holi- 
day item for plumbers. Without mak- 
ing any special effort to push it, we 
have seen our sales jump enormously 
each year during the Christmas buy- 
ing season. 

This year we have provided an attrac- 


tive Christmas window display and a 
simple, practical plan for a holiday 
sales campaign that is going to give 
co-operating plumbers a real share of 
the Christmas business in their com- 
munities. 


The Classic has beauty of appearance; 
it is small and compact as plumbing fix- 
tures go; it is about the right price for 
a substantial Christmas gift for the 
wife or mother. And every woman 
wants one on sight because it is so 
handy and complete—so far ahead of 
her old kitchen faucets. 


Weare packing the Classic in a special 
Christmas carton. We will provide 
you with new mailing circulars and ad- 
vertisements for your newspaper. We 
will feature the Classic as a Christmas 
item in all of our own advertising. 


Here is a real opportunity for some 
nice business to round out the year 
with profit. If interested, write for all 
the details, and a full assortment of 
holiday campaign material will be sent 
you, free. The sooner we hear from 
you, the better. 


THE CHICAGO FAUCET COMPANY 
2700-22 N. Crawford Ave. 


CHICAGO FAUCETS 
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H. V. G. A. OF PHILADELPHIA HOLDS FINAL MEET 
OF SEASON 


The Pine Valley Golf Club course, with its countless 
hazards of sand traps, and beautiful but treacherous water 
holes, was the scene of the last meet of the season of 
the Heating & Ventilating Golf Association of Phila- 
delphia held on Wednesday, November 4th. 

As this meet is looked forward to by all of the mem- 
bers, a good crowd turned out. The weather man was 
kind and supplied ideal golfing weather for the two-day 
event. As usual, Thomas Cooper was the host of the 
meet. He had all arrangements made for the members 
who went down on Tuesday afternoon for the dinner and 
business meeting to stay at the club over night, so that 
an early start could be made Wednesday morning. 

President William Kerr presided over the short business 
meeting which was held on Tuesday evening. During the 
course of the session, he was presented with a leather 
golfing jacket as a gift from the Association for his work 
in the presidential chair during the year. After Presi- 
dent Kerr’s expression of gratitude, the meeting adjourned 
and the entertainment of the evening began. 

Everyone was up bright and early on Wednesday morn- 
ing anxious to tee off for the morning round which called 
for the Kicker’s handicap. In this event, everyone chooses 
his own handicap for 9 holes and after the player de- 
ducts this handicap from the gross, the net score cor- 
responds with the blind par picked by the captain. As 
40 was the par picked from the hat, W. C. Robelen won 
first prize with a net 40. Mr. Robelen shot a gross 63 
and chose a handicap of 23 which left him a net 40. He 
received a silver match-box holder as his reward, and 
Geo. Kappell, with a net 41, received a small silver com- 
bination comb and pencil as his prize for taking second 
honors. President Wm. Kerr with a net 41 received a 
silver dice container. Messrs. Kappell and Kerr were tied 
for second prize and Kappell won the toss. 

After lunch, the afternoon play called for individual 
efforts for the H. J. Carr trophy cup and for special 
prizes which were obtained by Secretary Bolsinger for this 
meet. 

It was almost dark when the last players came in after 
18 strenuous holes and in the absence of Captain Wm. 
Culbert, Secretary Bolsinger began the check up of the 
scores. 

Chas. Stewart, after many unsuccessful attempts to land 
the cup, went out that day determined to take it home 
after the meet and everybody gave a cheer as Stewart’s 
name was announced as the winner. This is his first leg 
on the trophy cup. He shot a net 89 to win it and in 
addition to the cup he received a leather wallet as first 
prize in the afternoon round. J. Hemphill, Jr., proved to 
be the runner-up in this event and received a silver 
Eversharp pencil as his reward. 

Third prize, a silver collapsible cigarette holder went 
to W. H. Wentz. M. Blankin received a silver dice con- 
tainer for fourth prize. Messrs. Carr, Armstrong and 
Elliott received two golf balls each for the fifth, sixth 
and seventh prizes respectively. 

Thus ended one of the best seasons this Association has 
had, and it was a tired but happy crowd that wended its 
way out of the dense pine growth towards home, ready for 
the first call to arms in spring. 





George Houghton has purchased the stock of M. R. 
Tutt, of Jacksonville, Fla. Mr. Tutt is 80 years old, and 
one of the oldest master plumbers in the United States. 

Harry D. Taylor, plumbing contractor, of Seattle, Wash., 
plans to move to a new building under construction at 
1820 Terry avenue, in that city. 
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No, that doesn’t mean Ace, Queen, Seven, Eight, and 
Deuce. If it did, and they were all of the same suit, 
the flush would be a mighty good hand on which to 


stand pat. 


But the Aqua self-closing basin cock 


designated by the above combination is an even better 
bet for you and your customers. You don’t have to 
draw a single card if you stock and push the Ryan line. 


1383—J. J. RYAN & COMPAN Y—1925 


Monroe and Jefferson Streets - 


CHICAGO 














A hose gate valve 
with official endorsement 





Fig. 707 


Standard Bronze 
Underwriters’ Pat- 
tern Hose Gate 
Valve,with boss. 
Sizes 14% and 2% 
inches. 


The valve illustrated is made in ac- 
cordance with the specifications of the 
National Board of Fire Underwriters, 
Associated Factory Mutual Fire In- 
surance Companies and the National 
Fire Protection Association. 


Each is suitable for 150 lbs. working 
water pressure, and has been tested to 
750 lbs. hydraulic pressure. Its sturdy 
cor struction and reliable performance 
are typical of all genuine Jenkins 
Valves. 

On one side of the body of this valve 
appears the A. F. M. F. I. Co.’s mark 
“FM,” and the Jenkins Diamond 
trademark is cast together with the 
pressure on the other side. 


JENKINS BROS. 


80 White Street............ New York, N. Y. 
524 Atlantic Avenue........... Boston, Mass. 
133 No. Seventh Street..... Philadelphia, Pa. 
646 Washington Boulevard...... Chicago, Ill. 


JENKINS BROS., LIMITED 
Montreal, Canada London, England 








Always marked with the"Diamond" 
e 


nkins \alves 


SINCE 1864 
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The New 
MASONIC | 
TEMPLE 


Nearing Completion at 
St. Louis, Mo. 





Associated Architects 


Eames & Young 
Albert B. Groves 


General Contractors 
Westlake Construction Co. 


Plumbing Contractors, J. M. Wheeler & Co. 


EQUIPPED THROUGHOUT WITH THE 


Watrous 4 
~~ 


Duoiet Wall Closet and Flush Valve 


HE recognized sanitary advantages of 

the wall-hung closet are supplemented by | 
other important advantages in the Watrous 
Duojet Wall Bowl. It has solved the problem ' 
of first cost, and has also removed all chance 
of clogging and overflowing. 





A glance at theillustration on the left shows 
howthe Watrous Duojet Wall Closet facilitates 
thework of keeping the toiletroom floor clean 
and sanitary. It also promotes economy in 
constructing new buildings, as itis not neces- 
sary toleaveprovisioninthefloorforcloset con- 
nections ;a ‘‘furred’’ceil ng is avoided, and in- 
stallation ismadewithout complicated fittings. 





Also, the Watrous Duojet type eliminates the narrow outlet needed beyond | 
the trap in other types of wall closet. The Watrous design therefore prevents clog- 
ging, overflowing and heavy repair bills. The Watrous Flush Valve delivers the ) 
exact quantity of water required for a thorough flush and refill, and effects 
a heavy saving in annual water bills. 


For full details on the Watrous Flush Valve 
and Duojet Bowl, write for Booklet CC | 


PLUMBING DIVISION 
Watrous Flush Valves — Duojet Closets — Self-Closing Basin Cocks — Combination 
Lavatory Fixtures — Pop-Up Wastes — Drinking Fountains— Liquid Soap Fixtures—etc. 


THE IMPERIAL BRASS MANUFACTURING COMPANY 


1231 West Harrison Street (Established 1885) CHICAGO 





Mention Domestic ENGINEERING when writing advertisers. 
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THIS WEEK 











AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 








Companies Recently Incorporated 

The Oil-O-Matic Heating Co., of Bridgeport, Conn., has 
been incorporated, with a capital of $50,000, to manufac- 
ture oil heating equipment. Eric Johnson, of New York 
City, will be at the head of the new corporation. 

The Downey Company, Boston, Mass., has been incor- 
porated, with a capital of $25,000, to deal in plumbing 
supplies. The incorporators are: John J. Downey, West 
Roxbury, Mass., president and treasurer, and Mary E. 
Downey, secretary. 

The Advance Brass Foundry Co., of St. Louis, Mo., 
has been incorporated, with a capital of $12,000, by Louis 
C. Strotz, John J. Czarnecki and others. 


The Gazelle Electro Heating Co., 5465 Lincoln avenue, 
Detroit, Mich., has been incorporated, with a capital of 
$100,000, to manufacture electrical water and house heat- 
ing systems. 

The Cadillac Oil Burner Co., 6317 Kerchival avenue, 
Detroit, Mich., has been incorporated with a capital stock 
of $100,000. 

The P. A. Dolan Co., of Boston, Mass., has been incor- 
porated with a capacity of $50,000, to deal in plumb- 
ing and heating supplies. The incorporators are: Pat- 
rick A. Dolan, 11 Holland street, Melrose, Mass., presi- 
dent and treasurer, and H. M. Dolan, secretary. 

The Aetna Burner Distributors, Inc., Hartford, Conn., 
has been incorporated with a capital of $50,000 to deal 
in heating apparatus. The incorporators are: Herbert 
Spencer, Albert E. Binks, 837 Tower avenue, and Ed- 
ward J. Daly, all of Hartford, Conn. 

The Lorne Engineering, of Detroit, Mich., has been 
incorporated with a capital of $10,000, to manufacture 
heating specialties. 





JOBBERS’ CREDIT ASSOCIATION OF NEW YORK CITY 
TO GIVE DINNER DANCE 


Plans are now complete for the first annual dinner and 
dance of the Jobbers’ Credit Association of New York City, 
to be held in the main ball room of the Hotel Pennsyl- 
vania in New York, Saturday evening, November 21. Re- 
turns coming in from the invited manufacturers and job- 
bers indicate an attendance of over 750 members, guests, 
and their ladies, making the affair one of the largest 
ever held in the trade in the New York district. 

Elaborate preparations have been made for the enter- 
tainment of the guests, both at the dinner and the ball 
following. Among other things, the committee has pre- 
pared a 60-page souvenir program, printed on fine paper, 
which will serve as a pleasant reminder of the affair for 
the guests. The dinner will start at 7:30 o’clock. 





OPENS NEW WAREHOUSE IN NEW YORK CITY 

Chase Companies, Inc., of Waterbury, Conn., opened a 
new warehouse on November Ist at 134 Lafayette street, 
New York City. 
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CHICAGO NIPPLE MFG. CO. PURCHASES INDIANA 
PROPERTY 

The Chicago Nipple Manufacturing Company, of Chi- 
cago, has purchased the real estate, factory buildings and 
equipment of the Scaar-Baumel Company, at Rochester, 
Ind. It is planned to move the stamping plant, now 
located on West Kinzie street, Chicago, to the Indiana 
property. Management of the business of the company’s 
plants, which the recent purchase brings to six, will 
continue to be conducted from the Chicago office of the 
company. 





M. L. KLINE CO. ENLARGES BRANCH 


The M. L. Kline Co., of Portland, Ore., has leased addi- 
tional space adjoining its former East Side branch, and 
with these new facilities is enlarging its stock at this 
branch. Charley McGloin, who has had the city desk for 
several years in the main headquarters of the company 
on the West Side, has been transferred to the East Side 
as manager of the company’s branch there. 





WEIL-McLAIN COMPANY BUILDING NEW EXHIBITS 


Weil-McLain Company, of Chicago, is constructing, in 
its show rooms, five model bathrooms which will cor- 
respond to those which are being shown in the newspaper 
advertising now being conducted to interest Chicago in 
more bathrooms in every home. A feature of the model 
bathrooms will be recessed cabinets, making use of what 
otherwise would be blank wall space. 





NORTHERN NEW JERSEY CHAPTER NO. 1 OF PLUMB- 
ING AND HEATING SALESMEN HOLDS 
MONTHLY MEETING 


Enthusiastic sponsoring of their delegates’ action in 
okehing the National Association of Plumbing and Heat- 
ing Salesmen was the feature of the monthly meeting of 
Northern New Jersey Chapter No, 1 held at Achtel Stet- 
ter’s restaurant, Newark, N. J., Friday evening, November 
6. The local voted $100 from its treasury to the national 
body, the money to be used by national officers for ex- 
penses to be incurred before the regular annual dues are 
payable on January 15, 1926. 

Considerable discussion was held about Ladies Night, 
which the association’s bylaws set for December, the 
meeting deciding to offer an amendment at the next meet- 
ing changing the date until February. President Harry 
Homer was empowered to appoint a committee, which 
will handle details of the affair. In a talk under the good 
of the association, President Homer emphasized the im- 
portance of wearing the button at all times during the 
day, and the equal necessity of securing new members and 
getting delinquent members to pay their dues. 

William J. Egan, city clerk of Newark, will be the 
principal speaker at the next meeting, to be held at the 
same place Friday evening, December 4th, it was an- 
nounced by the entertainment committee. 
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SEATTLE PLUMBING SUPPLY CO. COMPLETES NEW 
BRANCH 

The Seattle Plumbing Supply Co., of Seattle, Wash., has 

just completed a one-story brick building, 120x120 ft., 

at the corner of Harrison street and Broen avenue, North, 

in that city, to serve the concern’s North End trade. The 

new building is constructed in such a way that a mez- 





Part of the new North End branch of the Seattle Plumbing 
Supply Co., at Seattle, Wash. 


zanine floor can be added, when it becomes necessary to 
do so. This branch is managed by F. A. Wood, vice- 
president of the company. The company’s main store at 
582 First avenue, South, is in charge of A. E. Koepfli, 
president of the company. 
LILY FOUNDRY CO. OPENS NEW ENAMELED WARE 
PLANT 

The Lily Foundry Co., of Los Angeles, Calif., officially 
opened its new sanitary enameled ware plant on Novem- 
ber 1. The plant comprises four buildings, with a total 
floor space of 20,000 sq. ft. The company was originally 
established as a jobbing foundry for grey iron castings 
and still operates that portion of its business in another 
plant. Eighty men are employed in the new plant. F. 
Uecke is president of the company, and C. F. Uecke is 
secretary and treasurer. 





CONEMAUGH IRON 
WORKS EXPANDING 

That portion of the 
plant of the Cone- 
maugh Iron Works, 
Blairsville, Pa., which 
was destroyed by fire, 
is fast being put back 
in condition and will 
be used as a portion of 
the company’s new 
plant. The entire plant 
will be in operation by 
January ist, and will 
give a production equal 
to twice the capacity 
before the fire. The 
plant will be modern 
throughout and pro- 
visions are being made 
to get into production 
on built-in tubs by 
January ist. 
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MANY EXHIBITORS AT WATER WORKS CONVENTION 

Over three hundred and fifty members of the California 
Section of the American Water Works Association at- 
tended the state convention held at the Casa Del Rey 
Hotel, Santa Cruz, Calif., recently. Thirty-two manu- 
facturers of water works brass goods exhibited their wares, 
and the convention was pronounced most successful. The 





California section was presented with a cup by the Nation- 
al Association as a prize for showing the greatest in- 
crease in membership during the past year. 

On the last evening of the meeting, the exhibitors were 
hosts to the delegates at a dinner in the Casa Del Rey 
hotel which was attended by nearly four hundred people. 
Among the exhibitors were M. Greenbergs’ Sons, San 
Francisco, Calif.; Mueller Co., Decatur, Ill.; Jones Co., 
Los Angeles, Calif., and others. 





ADDS SEPTIC TANKS TO ITS PRODUCTS 
The Duro Pump & Manufacturing Co., of Dayton, Ohio, 
has just added the manufacture of septic tanks to its 
activities. At the present time this product is made only 
at its plant in Erie, Pa., but it is the intention to establish 
several branch factories throughout the country later on. 





Birdseye view of the plant of the Conemaugh Iron Works at Blairsville, Pa., showing both the 
old building and the new buildings being rebuilt after the fire 
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Rough Castings 
Delayed Shipments 


The Richmond Foundry & Mfg. Co., Inc. 
ll In RICHMOND, VIRGINIA 
“lM 
SORRY, = 
and 




































































BUT” 
Bungled Orders! 


WE SHIP YOU 
Clean-cut castings 


direct from warehouse 
stock and we | l 








pack, ship and invoice 
EXACTLY 


as you direct. 
ORDER NEXT TIME 
from & 
‘‘A Dependable 
Source of Supply’’ off 
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These 26 Leading Boiler Manu- 
facturers all use Sylphon Damper 
Regulators as Standard Equipment 
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RICHMOND 






No. 22—Sylphon Damper Reg- 
ulator for low pressure 
steam boilers 











: : Abendroth Keystone ala 

: Ames Kewanee ie 

S : Birchfield L-O } on 
ah No. 924 Burnham Novelty Reschaner 







Sylphon Coil National 
Steam Daaaer Coatesville Oil City 
regulator, extra Fitzgibbons- Otis-Sawyer- 







k itive type Ontario Economy 
a i Sot cuentas Floral City Pierce-Pebco 
§ Pe | Freed Richardson 
t ie <- Heggie- Richmond 
Simplex Ross 


International Star 
Economy Thatcher 
Keysco West Coast 








A Why Do They Do It? 


Because they have found that no damper regula- 

tor will last as long or regulate so positively and 
== _ accurately as Sylphon Damper Regulators. 

Because only Sylphon Damper Regulators con- 

: tain the original and genuine, all-metal, seamless 

b *  Sylphon bellows as their diaphragm. With its 

, everlasting sensitiveness and flexibility, it opens 





eT and closes the drafts in direct response to steam 
pressure or water temperature, guaranteeing even 
heating with minimum consumption of fuel. 
Because Sylphon Damper Regulators last as long 
as the boiler. They can be installed on any make 
of boiler—but be sure you’ get the genuine—made 
only by The Fulton Company. 

Ask for Bulletin KDR-5. 
This can be done handreds of thousands // \ | 
of times- 
OIL CITY 7, ee 














THE FULTON COMPANY 


KNOXVILLE, TENN. 


ORIGINATORS AND PATENTEES OF THE SYLPHON BELLOWS 


Sales Offices in; New York, Cuicaco, Detroit, Boston, PHiLa- 
DELPHIA, and all the principal cities in U. S 

European representatives: CRosBY VALVE & ENGINEERING Co., Ltd., 
41-42 Foley Street, London, W. I., England 

Canadian representatives: DARLING Brotuers, Ltd., 120 Prince 
Street, Montreal, Canada 
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N. E. M. P. GOLF ASSOCIATION TO FINISH SEASON 

The New England Metal Products Golf Association 
held its second meet in October on the 29th at the Charles 
River Country Club, Newton Centre, Mass., and it was a 
most successful meet in every respect; but no prizes were 








Top picture, left to right: John H. Stevens, Frank Monroe, 

H. W. Thorndike, R. D. A. Thompson and Arthur Purnell.— 

Lower picture: A. A. Gathman and Ray Bloom.—<At the golf 
meet at the Charles River Country Club 


given and the scores were not tabulated. The Charles 
River Country Club is a very sporty course, and nearly 
everyone spent some time looking for lost balls. 

The association plans to hold one other meet, if pos- 
sible, in the near future before the winter sets in. Should 
it be decided to hold such a meet, every member of the 
association will be urged to attend. 
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OPENS OFFICE IN CINCINNATI, OHIO 
The Vapor Heating Company, of York, Pa., has recently 
established a branch sales office at 317 First National 
Bank Building, Cincinnati, O. The new office will be 
managed by R. D. Quickel, for several years traveling 
representative for this concern. 


J. B. WISE, INC., HOLDS SALES CONFERENCE 

All the sales representatives of J. B. Wise, Inc., were 
present at a sales conference held at the company’s main 
offices in Watertown, N. Y., November 4th and 5th. Wil- 
liam Thompson, sales manager, was in charge of the sales 
meeting. 





M. W. HATRE SECURES TWO LINES 


TERRITORY 

The new line of floor and roof drains and wall closet 
fittings, manufactured by Blake Specialty Co., Rock Is- 
land, Ill., and the line of specialties for vacuum and vapor 
heating, manufactured by W. D. Cashin Co., Boston, Mass., 
have just been taken on by M. W. Haire, 5 South Wabash 
avenue, Chicago, who will cover Chicago and suburbs and 
Milwaukee, Wis., in the sale of these products. 


FOR CHICAGO 


GREATER DETROIT ASSOCIATION OF PLUMBING 
AND HEATING SALESMEN GIVES 
DINNER DANCE 

The Greater Detroit Association of Plumbing and Heat- 
ing Salesmen has chalked up one more successful event 
to its credit. Thursday evening, November 5th, the asso- 
ciation staged its first annual dinner dance. The event 
was of unusual interest because it is the only opportunity 
in the year for the wives and sweethearts to find out 
where the boys are the first Thursday night in each month. 



































Packed 
complete 
allin 
one crate 


“we are the Tighest 
Grade competitive wash - 
down combination on the 
market, and we come to you 
all tn ome crate” 





MARK 


POTTERY CO.CAMDENNS_. 
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IMPROVED FORD RUNABOUT WITH PICK-UP BODY 


A Light-Weight, Compact 
All-Purpose 
Unit 


terize the latest Ford Runabout are found 
in this compact light delivery unit. 









- Recent 
Body and Chassis 
Improvements 


Rear runabout deck is interchangeable 


Convenience, usefulness and attractive- 
ness are provided in full measure. This 
unit is admirably suited to general light 
delivery work in the retail field. It is 






with all-steel express type pick-up body specially adapted to the requirements of 
— long, Se sarkon in mn workmen who carry tools and supplies for 
an inches deep. Weatherproof side- . ° “14: : : _ 
curtains open with both doors. Steer- odd jobs wn building, contracting, engineer 

ing wheel is larger and lower. Pedals ing and manufacturing activities. 

are redesigned. Emergency and trans- , : 

mission brakes are enlarged. Fuel tank is There is an Authorized Ford Dealer near 
beneath the cowl. Hood and cowl are you Ask him to demonstrate the many 


longerand moreattractive in appearance. 
A wide, low seat provides unusual com- 
fort. Standard equipment includes wind- 


shield wiper and 4 cord tires. Starter and lotor 
demountable rims $85 extra. Fora 
Detroit, Company, 


Prices f. o. b. Detroit 


di CO) Fora 
) =“\ Si 
: TRUCKS . TRACTORS 


advantages of this unit. 
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The affair was held in the main dining room of Webster 


Hall, Detroit, Mich. 

The dining room was beautifully decorated for the oc- 
casion, and the chef was voted a life membership in the 
association for the special buffet supper provided. The 
variety ranged from roast pheasant to whole roasted little 
pigs. 

Music and entertainment was furnished by the Para- 
mount Entertainers and the program was so arranged that 
everyone had a chance to limber up whether they were 
full-fledged ‘‘Charlestonites’’ or favored Henry Ford’s 
newer “square dance.” The attendance numbered well 
over two hundred from all branches of the industry, and 
judging from the many favorable remarks, it was a very 
happy event indeed. 

Those in charge of the event, in addition to the officers 
of the association, headed by President William Boales, 
were: D. M. Kenney, chairman, Edgar C. Peterson, How- 
ard Harvey, E. Moore and Bernard Doyle. 





MANUFACTURERS’ REPRESENTATIVES ASSOCIATION 
LAUNCH MEMBERSHIP DRIVE 

The Manufacturers’ Representatives Association of Los 
Angeles, Calif., has launched an extensive drive in and 
around that city to increase its membership. The mem- 
bership campaign was entered upon after the organization 
held its first meeting of the fall season, according to 
Charles F. De Garmo, secretary of the association. Ed. 
Alt is president. e 





OPENS OFFICE IN GRAND RAPIDS 
Illinois Engineering Company, of Chicago, has opened 
an office in Grand Rapids, Mich. Harvey N. Miller, 744 
Lafayette avenue, is in charge. 











Members of Eastern Supply Association visiting Thos. Mad- 
dock's Sons Co.’s plants at Trenton, N. J., after the adjourn- 
ment of the association’s recent annual meeting.—Top row, 
left to right: H. J. Martin, W. H. Shurtleff, Mr. Bullard, T. J. 
Collins; Ray Bloom and Edward Smolka, of E. Smolka 
Plumbing Supply Co., New York City.—Middle row: Dick 
Lane, W. N. MeVicker, John Rowe, A. E. Goethner, William 
Thompson and J. Morris.—Lower row: William Kelly, H. 8. 
Maddock, J. F. Warnken, F. 

A. L. Thornley 








R. Berlincke, W. F. Bennett and _ 
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IMPROVED 
DESIGN 





GRIP TIGHT—STAY RIGHT 
Write for Free Catalog 


ARMSTRONG BROS. TOOL CO. 
323 N. Francisco Ave. - Chicago, U. S. A. 




















DURO 








So easy cleaning under ra- 
diators. No obstruction. No 
stooping. No hot legs to mar floor 
finish. 


Write for ALL the advantages 


HEALY-RUFF CoO. 


770 Hampden Ave. 


ST. PAUL rT MINN. 


etytomatic 
WATER SOFTENER 


-= obsoletes all hand oper- 
“nD ated t A 
ypes. nyone 
would rather have an 
automatic than a hand 
operated softener. 


It is easier to sell the 
Duro-matic than it is 
to sell against it. 

THE DURO PUMP & MFG. CO. 


DAYTON, OHIO 
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The SISSON 


| Insertable Joint 
Saves Time 


when a new fixture is needed on a 
line of pipe already installed by 
making it unnecessary to cut 
short lengths, use double hubs or 
spring joints into place. It can be 
installed without disturbing the 
pipe line and makes a tight, 
trouble-proof connection. 


R. Estabrook’s Sons 
1st"& C Sts. South Boston, Mass. 
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A comfortable snower, with 
no fear or danger of its sud- 
denly getting too hot — or too 
cold. 

This happy condition is as- 
sured by two remarkable and 
exclusive features of the 
POWERS Shower Mixer:— 
1. Pressure Equalizing 
Valve which instantly coun- 
teracts any change in cold — 
or hot—water pressure, caused 
by opening of near-by faucets, 
or flush valves. 

2. Safety Screw which pre- 
vents scalding due to a ‘‘dead 
end” in the hot water line. 

The POWERS Shower 
Mixer removes the hazard of 
scalding water, reduces repair 
bills, and keeps every bather 
happy while in the Shower. 


Send for Interesting 
Booklet 











Every Master Plumber 
should learn more about this 
Remarkable Mixer, and why 
so many users are discarding 
others for it. It offers you new 
profit possibilities. 





The Powers Regulator Co. 
34 years of specialization 
in temperature control. 
2716 Greenview Ave., Chicago 
New York, Boston, Toronto and 31 


other offices. See your telephone 
directory. (3345-A) 
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Adopted as Standard by Thousands 


HERE is nothing extraordinary about 

this “McR” Compression Bibb, yet the 
=, fact remains that it is enough better 
$i} than the ordinary variety to make it 
’ the preference of several thousand 
master plumbers. 


‘Ii Of course, its being made by one of the 
oldest brass manufacturers in the 
country, who know just how a faucet 
$ should be made to give the maximum 
$ service and who make it just that way. 
$ undoubtedly accounts in a large meas- 
$i; ure for its popularity 


If you have been ordering your 
brass goods without specifying 
the make, call for ““McR” next 
time and note the difference 
The chances are you'll stand- 
ardize on “‘McR"’ too 





¥ 


Me RAE & ROBERTS CO.., 
DETROIT MICHIGAN 
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Personal Mention 


George Harvey, treasurer of A. Harvey’s Sons Mfg. Co., 
Detroit, Mich., who has been confined to his home for 
the past several weeks with a serious heart condition, is 
well on the road to health, although he is still under the 
care of a physician. 


L. C. Hart, New York district manager for Johns- Man- 
ville, Inc., will be the principal speaker at the next meet- 
ing of the Greater New York chapter of the National 
Association of Plumbing and Heating Salesmen, according 
to announcement by William F. Weber, secretary. The 
meeting is to be held at the Martinique Hotel, New York 
City, Thursday evening, November 19. 


F. W. Hvoslef has joined 
the Timken-Detroit Co., De- 
troit, Mich., and has been 
placed in charge of the heat- 
ing engineering division, the 
duties of which are to deter- 
mine through a survey of cus- 
tomers’ heating plants the con- 
ditions which the oil burner 
must meet in each individual 
case. Mr. Hvoslef was gradu- 
ated as a mechanical engineer 
in 191% from the University 
of Minnesota, and after a post- 
graduate course in heating 
and ventilating engineering, 
received a master’s degree. 
Since that time he has been 
associated with the United 
States Radiator Corporation 
in Detroit, as assistant to the chief engineer. 





F. 


W. Hvoslef 


Norman Boosey, president of the Greenwood Mfg. Co., 
of Detroit, Mich., left recently to spend the winter in 
Florida. 


George Rinkenberger, of Paul Heating Specialty Co., 
Johnstown, Pa., has the sympathy of his friends in the 
trade on account of the death of his wife, which occurred 
on Friday, October 30th. 


T. D. Buckwell is the new 
western sales manager for the 
HverHot Heater Company, De- 
troit, with headquarters at 
612 Black Building, 357 
South Hill St., Los Angeles, 
Calif. For some years Mr. 
Buckwell has been distributor 
for this company in central 
Illinois with headquarters at 
Peoria. His work in that dis- 
trict led to his selection as 
manager of sales for the en- 
tire Pacific coast. 





Myron Glauber, president 
of the Pacific Faucet Mfg. Co., 
Los Angeles, Calif., is visiting 
Northern California cities on 
a business trip. The trip will extend over several weeks. 


T. D. Buckwell 


George L. Wilson, director of the accounting depart- 


| ment of the National Trade Extension Bureau, is spending 


| 


some time in Portland, Ore., and the Northwest, combin- 
ing business with pleasure, at present enjoying a visit 
with his sister in Portland. 
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A letterhead 
that is really an ad 


ERE is a letterhead that is being used with great 

success by one of our contractors. It is just the 

kind of advertising that brings orders, especially when 

used in submitting Asbestocel estimates to prospects and 
for general business correspondence. 

The slight added cost of such ‘stationery is soon repaid 
by the greatly added prestige. It takes you out of the . 
ordinary class of contractors, who pay little attention to 
such details. Be sure, however, to give the work to a 
responsible printer. A half-good letterhead is far worse 
than none at all. We’ll be glad to help you in any way 
we can. 


JOHNS-MANVILLE 


Improved 


RODUCTS 

JOHNS-MAN VILLE Inc. 

292 Madison Ave., at 41st Street 
New York City 
Branches in 63 Large Cities 
For Canada: 
ANADIAN JOHNS-MANVILLE CO., LTD. 
Toronto 








Ashesto 


and its allied products 





INSULATION 
BRAKE LININGS 
ROOFINGS 






PACKINGS 
CEMENTS 
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HAYSCO PRODUCTS 


Compression Bibbs 
Compression Sill Cocks 
Compression Basin Cocks 
Compression Bath Cocks 
Compression Double Sink Faucets 
Compression Tray Bibbs 
Compression Double Tray Faucets 
Compression Draw Off Cocks 
Compression Lavatory Valves 
Compression Stop Cocks 
Compression Stop & Waste Cocks 
Garden Hose Valves 
Ground Key Bibbs 
Ground Key Cocks (Flat Way) 
Ground Key Cocks (Round Way) 
Ground Joint Brass Unions 
Soldering Nipples 
Soldering Unions 
Trap Screw Ferrules 
Cast Iron Railing Flanges 
Original McNamara Hydrants 
Corporation Cocks 
Inverted Key Cocks 

ad Goosenecks 
Gas Cocks 
Payne’s Tapping Machines 

(For Water and Gas Mains) 
Hays-Erie Curb Boxes 




















AYSCO ProbucTS 


MORE THAN FIFTY YEARS OF DEPENDABILITY 





Ryewerarass, men of affairs, pol- 
iticians, enemies of the adminis- 
tration as well as friends decried the 
purchase of Alaska. Called it “Sew- 
ard’s dessert.”” The ‘‘eskimo’s sena- 
tors” were those who championed the 
deed. The country’s products—walrus 
ivory, gold, seals, grain, fish and whales 
were sneered at and it was said Russia 
had sold the United States a “‘sucked 
orange.” 


hen Seward bought 
an icebox from Russia 


ETER THE GREAT, of Russia, shipbuilder and lover of 
Pexptoration, wanted to know whether Asia and America 

were joined in one continent or separated by the sea. He 
planned an expedition to find out, but died, and his widow, the 
Empress Catherine carried out his plans. She sent Vitus Behring, 
a Dane, to voyage into the strange icy waters of the north. So 
Russia took title to 500,000 square miles of North America, in 
1728, Behring Sea was named for its explorer. 


Russia operated a trade in pelts from this region through an 
organization similar to the British Hudson’s Bay Company. But 
even before the Civil War, Californians had begun to plan that 
the United States would secure this territory. Secretary Seward 
and others bargained and fixed tentatively upon $7,200,000 as the 
purchase price of all the land held by the Russian colonies in 
America. A treaty was negotiated, and Baron Edward de Stoeckl, 
Russian minister to the United States, Seward and Charles Sum- 
ner of the Senate Committee on Foreign Relations, signed the 
treaty of purchase papers at 4 o’clock in the morning, March 
30, 1867. 


Newspapers called the purchase ‘‘Seward’s icebox”’ and christened 
it Walrussia. But eventually the indian name Alaska was sanc- 
tioned, trading posts established, a military government set up, 
and on July 14, 1868, Congress accepted the purchase by a vote 
of 113 to 43. 


With such ambitious projects in effect, the Reconstruction Period 
fired the young men with increased zeal and determination to 
succeed, and so in 1869 the Hays brothers established a brass 
foundry, with little more than skill and nerve, and the principles for 
which Haysco products stand today, more than half a century later. 


THE HAYS MANUFACTURING COMPANY 
ERIE, PA. 
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New Trade Literature 


“Nickolite’ Nickel Silver Alloy 
Whipple & Choate Co., of Bridgeport, Conn., has issued 
a circular illustrating plumbing fittings for which its 
white nickel-silver ingot called ‘‘Nickolite’’ may be used. 
This nickel silver alloy is suitable for use for shower bath 
fixtures, bathroom and kitchen faucets, drinking fountains, 
soda fountain fittings, etc. 


“Small Tools” 

Greenfield Tap and Die Corporation, of Greenfield, 
Mass., has just issued its catalog No. 49, ‘‘Small Tools.” 
The catalog comprises 383 pages, 5 by 71%4 inches in size. 
Ground thread taps, spiral fluted Staybolt taps, screw 
plates, dies, reamers, and the company’s line of gauges, 
and bolt and pipe threading machines are listed in the 
catalog. Information is given about ordering and pack- 
ing, and attention is called to a special method of pack- 
ing screw plates. 


In the back of the catalog is a section devoted to use- 
ful information, containing various rules and a table of 
decimal equivalents. 


“Plumbers’ Brass Goods and Specialties” 

American Sanitary Manufacturing Co., of Abingdon, IIl., 
has just issued its Catalog D, ‘‘Plumbers’ Brass Goods and 
Specialties.’”” The catalog consists of 200 pages, 8144x10% 
inches in size bound in a loose-leaf brown leather cover. 
Many illustrations, with diagrams of roughing-in measure- 
ments are given. Adjustable cast traps, bent tube traps, 
trap offsets, lavatory plugs, sink plugs and connections, 
connected waste and overflow, bath and lavatory supplies, 
slip joints and nuts, reducers, brass flanges, lavatory and 
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sink wastes, tees, vents, crosses, bushings, elbows, flush 
valves, compression faucets, lavatory stops and faucets, 
combination sink fixtures, etc., are listed in this catalog. 
An alphabetical index and telegraph code as well as a view 
of the company’s plant, are included in the catalog. 


Starbuck’s Publications 

“Publications Relating to Plumbing and Heating” are 
listed in the 1925-1926 catalog of R. M. Starbuck & Sons, 
Hartford, Conn. Mr. Starbuck is well known to readers 
of ‘Domestic Engineering,’’ who will find listed here the 
various books comprising the “Starbuck Library for 
Plumbers and Fitters.’’ A ‘‘Plumbers’ Estimate Book,”’ as 
well as examination forms, plumbing charts and time 
cards, are also listed. 

Chicago Pottery Company’s Catalog C 

The Chicago Pottery Company, of Chicago, has just 
issued its Catalog C, ‘‘Vitreous China Plumbing Fixtures.”’ 
The catalog is attractively bound in green cloth cover, 
decorated in gold, and-consists of 221 pages, 7% by 10% 
inches in size, printed on highly glazed paper. All the 
various fixtures of the company’s manufacture are shown, 
including vitreous china lavatories and vitreous china 
closets of many styles, as well as vitrified china tiled-in 
bathroom accessories. Among the fixtures to which most 
space is devoted are the following: China shower heads, 
closet combinations, flush valve closets, low-down tank 
closets, closet seats, siphon action closets, siphon jet clos- 
ets, closet combinations, drinking fountains, lavatory fit- 
tings, lavatories, low tank closets, seat action closets, side 
inlet closets and urinals. Two pages are devoted to each 
fixture, an illustration and a diagram showing installation 
measurements, accompanying each description. Several 
full page illustrations in colors are also given. The cata- 
log was issued for distribution among the wholesale trade. 








Vapor or 


a O sensitive is this Regulator that 
it operates perfectly on a few 
ounces of pressure, vapor or vacuum. 


es METAPHRAM & 
DAMPER REGULATOR 


Has 10” Metaphram diaphragms that last the 
life of the boiler. Self collapsing diaphragms 
make it ideal for vapor systems. 





NATIONAL 


REGUIY TO 


SHI GAGO 


NEW ORK 


There is a Metaphram 
for every purpose. 





May be used on vapor, or up to the 15 Ibs. a 
pressure. 


The Type D-10” Metaphram Regulator is fur- 
nished as standard equipment on all the bet- 
ter vapor systerns. 





This is only one of the complete line of Meta- 
phram Damper Regulators. 


Send for circular if your dealer doesn’t supply, 


NATIONAL REGULATOR CO. 


2301 KNOX AVENUE CHICAGO 
The A-Jacks People (A-Jacks for high pressure) 


[NATIONAL 
[REGULATOR 


| 4, 


rater Ve) 
NEW YORK 


YT 
METAPHRAM 
NAA AAAAY 
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Here It Is! 





An elbow which is almost human 
in the automatic precision with 
which it operates. Traps the con- 
densation, making a perfect water 
seal, and prevents the vapor from 
short circuiting into the return 
main. The 


“O-E” Perfect Ball-Check 
Water Seal Union Elbow 
with Adjustable Air Vent. 


Mechanically perfect. Extra heavy, 
sand blasted and heavily nickel 
plated, with specially ground Semi- 
Ball Joints. Adjustable stops are 
also made, with various size vents 
for close regulation or straight vapor 























November 11, 1905 

The Manhattan Master Plumbers’ Association is making 
elaborate preparations for making its annual ball a suc- 
cess in every detail. The ball will be held on the evening 
of December 13th in Terrace Garden, Lexington Avenue 
Opera House. It is proposed to make this meeting ‘Past 
Presidents’ Night’? and have all past presidents of the 
association present. 





1905 
In the annual Hallowe'en celebration of the city of Albany, 
N. Y., held on October 30th and 31st, the master plumbers 
of the capital city were interested participants. They were 
represented in the parade by a beautifully decorated float. 
1905 
A novel method of officially stamping household plumb- 





work. ing work approved by the health department has been 


adopted by the Baltimore, Md., health commissioner. It 
consists of a circular medal of aluminum the size of a 
50-cent piece. In the center of the medal is the Maltese 
cross bearing the name of the commissioner and the words, 
“Plumbing approved. Health Department. Baltimore.” 
This medal is attached to a piece of wire at the end of 
which is a leaden piece of about the size of a penny. The 
medal is attached to every plumbing fixture inspected and 
. approved by the health department. 
1905 

Bowling League games on October 31st, resulted in the 
defeat of Abendroth Brothers by the Manufacturers and 
Salesmen, in the first game. In the second Abendroth 
Brothers defeated the Plumbers’ Trade Journal. 

1905 

The semi-annual meeting of the Ontario Provincial 
Association of Master Plumbers was held in the rooms of 
| the Toronto association on October 26th and 27th. 
| ~ 1905 

Landers, Frary & Clark Company, of New Britain, 
Conn., has increased its capital stock from $750,000 to 
$1,000,000. 


Let us tell you how this elbow 
and two other simple fittings 
provide the world’s finest heat- 
ing system. Send for Bulletin 
“A” 


O-E Specialty Mfg. Co. 
10 Keefe Avenue 
MILWAUKEE WISCONSIN 
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——1905 
The Trenton Brass & Machine Company, of Trenton, 
N. J., is just completing its new factory in that city. The 
new building is 40x275 ft., three stories high. 
1905 
The McRae & Roberts Company, of Detroit, has just 
electeg@ the following officers: W. D. McRae, president; 
William S. Rathbone, vice-president; H. B. Anthony, secre- 
tary and treasurer; and A. J. Laird, general superintendent. 
1905 
H. B. Davis, inspector of plumbing in the District of 
Columbia, is making efforts to secure the formation of an 
organization to be known as the National Association of 
Chief Inspectors of Plumbing. A meeting of all officials 
interested will be called in Washington early in January. 
1905 
F. J. Baker, president of the George H. Tay Company, 
of San Francisco, Calif., spent several days in New York 
last week calling on the wholesale trade. 
1905 
Thomas Haverty, of 614 South Broadway, Los Angeles, 
Calif., has been awarded the contract for plumbing the 
new auditorium in that city. 











THE NIEDECKEN 
BATH SUPPLY 


Is the economic supply for the built-in bath 








tub. The NIEDECKEN MIXER delivers 
water to the tub at the required temperature 
almost instantly by the operation of one 
handle only. 

Then the ease of accessibility; the only tool 
required to take the Mixer apart is a screw 
driver. 





Write for Bulletin D-10X 
HOFFMANN & BILLINGS MFG. Co. 
AUKEE. wu Ss 


mail. Ww « Be 





























MARKETS 


LEADING JOBBING CENTERS 


BUSINESS CONDITIONS IN 














CHICAGO 


So fundamentally satisfactory is business in general 
and so sustained has been the volume of building construc- 
tion that reports on plumbing and heating conditions re- 
flect the feeling that there is no cause for complaint. 
Various sources of information will describe demand and 
supply as being good while, at the same time, mentioning, 
as if it were of no particular consequence, that they notice 
a general slackening of the buying pace. In other words, 
seasonal trends are in motion but plumbing and heating 
are still in the midst of unusual activity for this time and 
are not far enough from periods of record-breaking vol- 
ume to allow anything but continued content with the 
way things are going. 

To touch briefly on the various factors in the present 
situation, manufacturers’ books show unfilled orders for 
staple material largely cleaned up and their warehouses 
slowly accumulating stocks. There is still a good move- 
ment from factories on current small orders, however. 
Jobbers’ stock are at a minimum and being kept so, with 
the view of reaching inventory season with them as light 
as possible. Finishing work among contractors is in good 
volume yet and being pressed rapidly to completion. Calls 
for specified material on contracts are, therefore, insistent 
and manufacturers’ capacities for these special goods are 
taxed to the limit and, at that, not keeping abreast of the 
demand. 

New building is being affected by the weather but is 
going forward and contemplated new work continues to 
reach high figures. Last week in Chicago, building per- 
mits issued amounted to practically $8,000,000. Rough- 
ing-in stocks are, therefore, in fair demand and jobbers 


are keeping themselves covered on such requirements for 
the balance of the year. Contracts, as well, are being 
placed for specified material right along as this new work 
is let. There are only occasional reports of advance buy- 
ing for after-inventory stock requirements. 

A reduction in prices of pottery applying to staple bowls 
and tanks, was announced since the compiling of our last 
report. Otherwise, the general price structure remained 
unchanged. 

Soil Pipe 

Calls for roughing-in material for new work are keep- 
ing soil pipe moving steadily from jobbers’ stocks and 
aggregate a substantial tonnage. As a rule, foundries are 
entering very little new business at for job- 
bers’ holdings are in good shape and the orders they have 
in are spaced to take care of their needs for most of the 
balance of the year. There is no advance buying to speak 
of reported for the first quarter of the new year. Foundry 
stocks are ample and shipments are going forward prompt- 
ly as needed. Prices are unchanged, with pig iron strong. 

Steel Pipe 

The jobbers’ policy of buying just as needs arise, fol- 
lowed throughout the year, continues to keep them in the 
market for small-sized lots frequently enough to total a 
good business for the mills. Demand from master plumb- 
ers and heating contractors is active and indicates a steady 
consumption of all sizes. Pressure on the mills has eased 
up sufficiently so that they are keeping abreast of their 
customers’ requirements satisfactorily. Prices are firm 
and unchanged. 


this time, 


Wrought Tron Pipe 
The season continues favorable for wrought iron pipe 
representatives, tonnage sold holding up well and pros- 
pects plentiful. Direct shipments to jobs are arriving 





REDUCTION in prices of pottery, apply- 
ing to staple bowls and tanks, and a con- 
tinued strong demand for heating material 
were outstanding features in plumbing and heat- 
ing market reviews of the last week. Generally 
speaking, business in all lines is being maintained 
at a good level. October reports show that gross 
sales of many jobbers were higher than those 
of October last year, and both finishing and 
roughing-in goods are still moving in substantial 
volume. 
Business is proceeding on practically a week to 
week basis, for jobbers are gauging their pur- 
chases for quick turn-over and not anticipating to 





Good Volume Holds; Pottery Prices Reduced: 


any extent. As a rule, they are well covered for 
the balance of the year on roughing-in stocks and 
releasing shipments as needed. There is an in- 
sistent pressure for delivery of special goods on 
contracts placed earlier, shipments of which are 
considerably deferred, and a large number of cov- 
ering orders for the new work being let is going 
on jobbers’ and manufacturers’ books for later 
delivery. No complaint about present volume and 
future prospects is heard, as a rule. 
trends are in motion and having their effect on 
buying, but contemplated building in all sections 
of the country and a healthy carry-over of activity 
started earlier keep the level of operations high. 


Seasonal 
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steadily from the mills and new contracts for later de- 
livery are being figured and let. Out of stock business 
is fair and demand for replacement sizes is in proportion 
to sales. Deliveries from mills can be made in satisfactory 
time. Prices are firm and unchanged. 
Enameled Ware 

Demand for this commodity is well sustained. Volume 
of business placed with manufacturers continues good, 
though not up to earlier season marks. Jobbers are not 
anticipating to any extent, but taking in just what is 
needed to handle present requirements. Their stocks of 
staples are at minimum working levels, but, with incom- 
ing shipments from factories, are large enouglf to give 
satisfactory service in most cases. Manufacturers are in 
good position on back orders, generally speaking, and 
are making shipments in good time. Specials, however, 
continue slow. Prices are firm and unchanged. 


Pottery 

Pottery prices have been reduced since the compiling of 
our last report. At that time mention was made of con- 
cessions being offered in many -cases, and a reduction of 
from 10 to 13 per cent on staple bowls and tanks occurred 
shortly afterward. Jobbers’ stocks of staples are not large 
and they are not adding to them in their buying, just 
keeping abreast of master plumbers’ demands with small- 
sized, quick shipment orders. Manufacturers’ unfilled 
orders of staples are practically cleaned up, but this cur- 
rent buying amounts, in the aggregate, to a substantial 
volume. Demand for specials is very good, consisting of 
releases against specifications already in and of new com- 
mitments. Deliveries of specials are considerably de- 
ferred. 

Range Boilers 

Activity is not great in the range boiler market. Job- 
bers are adequately stocked for present needs and are not 
taking in any more stock than they can turn over in a 
hurry. Manufacturers’ bookings are not large. Ware- 
house pick-up business is fair. Prices are not strong at the 
present sheet. 

Plumbers’ Brass Goods 

Jobbers’ stocks of both tubular and cast brass goods are 
fairly complete and generally adequate for the season’s 
requirements. Their sales are holding at a good rate, and 
their purchases are mainly for fill-in requirements. There 
are some instances of advance buying reported, but this 
is not a general movement as yet. Prices are unchanged, 
as far as sheets are concerned, and reports vary from 
price-cutting to greater firmness. 

Boilers and Radiators 

Consumption needs continue heavy and demand for 
boilers and radiators was at a high level again during 
the last week. Finishing work on old contracts forms the 
bulk of shipments, although new orders are being placed 
steadily and in good volume. As a rule, the delivery sit- 
uation is quite satisfactory, most makers being able to 
give good service on the general line. Prices are un- 
changed and steady. 


NEW YORK 


All indications point to a large plumbing and heating 
business to provide the facilities for projected buildings. 
For instance, in the five boroughs of New York City dur- 
ing September, contemplated projects numbered 1,105, 
to cost approximately 107 millions. In October the opera- 
tions planned reached 1,180, the cost to be over 191 
millions of dollars. In contracts awarded, too, the month 
of October exceeded that of September, calling for $95,- 
278,200, record breaking figures. 
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These figures point to a very good 1926. Building 
costs have been relatively stable since early in 1923, and 
it appears unlikely that any drastic decline will occur. 
Labor costs are not likely to change. The sentiment at 
the recent convention at Atlantic City was for a con- 
tinuation of the present scales in the larger cities, with 
revision upward hoped for in smaller communities, where 
wages are not as high as in metropolitan areas. 

Soil Pipe 

Naturally, due to the season, not as much soil pipe is 
being sold by jobbers as a few months ago. However, 
foundries report insistent demands for shipment of pipe 
on old contracts. Current demand is slight. Foundry 
prices are firm. 

Steel Pipe 

One mill reports an increase in demand so far in 
November over that in October. Wholesale stocks are 
small enough to keep the jobber in the market often for 
small, quick delivery lots. Prices are firm and unchanged. 

Wrought Iron Pipe 

The biggest share of construction is now of the dwelling 
house type, with consequent smaller demand by con- 
tractors for wrought iron pipe. Jobbers are, therefore, not 
ordering in large quantities. Prices are firm and un- 
changed. Deliveries are prompt. 

Enameled Ware 

Wholesalers continve to buy for immediate shipment, 
with an eye to approaching inventory. One maker reports 
a larger current demand than in October. Manufacturers’ 
prices are firm. Staples can be delivered in good time, 
but special ware continues slow. 

Pottery 

Both the jobber and the potter can now make good 
delivery of staples, the former having fair stocks on 
hand and the latter operating mainly on current fill-in 
orders. Prices have been reduced approximately 10 to 
13 per cent on staple bowls and tanks. 

Plumbers’ Brass Goods 

Strength in copper and brass pipe is reflected in tubular 
and cast brass quotations, but no new sheets have ap- 
peared. Demand continues seasonal. Prompt shipments 
are the rule. 

Range Boilers 

The quiet current demand continues, with a fair amount 
of shipments against old contracts. Deliveries are prompt 
in most instances. 

Boilers and Radiators 
, Many manufacturers are having difficulty in shipping 
radiation as quickly as desired, deliveries now ranging 
from 10 days to 3 weeks. Boilers continue to come 
through in a week to 10 days. A large demand continues. 
Prices are unchanged. 


PHILADELPHIA 


The annual late fall rush is on in Philadelphia, as the 
builders attempt to finish up their operations, especially 
those consisting of groups of suburban homes, before the 
cold weather sets in. This is causing demand for finish- 
ing material to hold up very well, and, at the same time, 
a large amount of roughing-in products is being used. 

The total volume of goods moved in October and so far 
into November has surpassed expectations of many whole- 
salers who have known this market for many years. While 
a great part of this tonnage has been heating goods, no 
complaint on the total of plumbing material sold is heard. 

Soil Pipe 

Makers are holding prices firm, as a rule, with few 

making any attempt to secure future orders. Wholesale 
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stocks and commitments are fairly large. Deliveries con- 
tinue prompt. 
Steel Pipe 

Steel pipe sales continue at a good rate, the bulk of the 
business placed still being for immediate delivery. Those 
mills that have small reserve stocks on hand are employ- 
ing them profitably to care for rush orders from jobbers. 
Prices continue firm. 


Wrought Iron Pipe 
So far, November business has not reached the mark set 
during October, due, probably, to the lack of big buildings 
starting construction. Prices have not changed. Deliv- 
eries are prompt. 
Enameled Ware 
Manufacturers are unanimous in reporting no falling off 
in demand. A great deal of finishing work is being done 
by contractors, and a large quantity of enameled ware is 
being delivered by wholesalers, who, in turn, need early 
shipments from factories in order to keep stocks in shape. 
Prices have not changed. 
Pottery 
Demand for this product continues to run to staples, 
rather than to specials, and deliveries on the former are 
much better than on the special ware. New business con- 
tinues in good quantity. Prices on staple bowls and 
tanks have been reduced 10 to 13 per cent. 
Plumbers’ Brass Goods 
Speaking generally, makers are getting higher prices for 
both cast and tubular products than they were 60 days 
ago. Demand continues average, with more call for cast 
brass goods. Deliveries are excellent. 
Range Boilers | 
Wholesalers are well stocked with range boilers and the 
need to buy is not great. Prices generally are not strong. 
Deliveries can be made promptly. 
Boilers and Radiators 
Wholesalers report a tremendous amount of business 
being done, as builders speed up construction before cold 
weather sets in. Shipments from makers are keeping 
pace with the demand, carload orders being taken care 
of in a week to ten days. Prices have not changed. 


NEW ENGLAND 


Business in this territory holds up well, but in slightly 
diminished volume. The completion of much of the work 


that has been under way for some months and a slight’ 


seasonal falling off in new construction are responsible 
for a let-up in activity in some lines. Much of the mate- 
rial required on work now going forward has already been 
contracted for. 

Buying of all commodities in small quantities appears 
to have become the general method of doing business. The 
actual record of tonnage moved, however, is greater than 
for the same period of last year, when buying was done 
on a quantity basis. 

Soil Pipe 

The recent advance in prices has had little effect on 
buying as most of the jobbers were covered prior to the 
increase and contracts in their hands from plumbing con- 
tractors were accepted at protected prices. The move- 
ment out of jobbers’ stocks continues in good volume but 
little new demand is seen. Releases entered with foun- 
dries keeps jobbers’ stocks at good working levels. 


Steel Pipe 
Demand for this commodity is heavy and shows no indi- 
cations of falling off. The activity in the heating indus- 
try requires a large volume and, as jobbers are carrying 
well assorted stocks that are kept at good levels by steady 
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Water Heaters 


They are easy and profitable to 











sell because owners like the ‘“‘fire 
brick ring”’ which keeps the fire 






alive. 
Weil-MLain Company 





Michigan City, Indiana 


Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply 


Water Closets for every type or class of 
: service 
C) 
Write for catalog. 


Frost Proof Closets. Direct flush 
Philip Haas Co., Dayton, O. 






Chicago, Illinois 
228 








or after flushing. 








200 Gallons Per Hour 


Here is the ideal Electric Water 
System for the average home. It has 
pump capacity of 200 gallons per hour. 
Equipped with a 30-gallon galvanized 
tank and a one-sixth H. P. Repulsion 
—Induction motor. Shipped to you 
completely assembled in one crate. 
$125.00 list. 


i This Uniflow Pump is a big seller 
It is ruggedly built and guaranteed to 
give satisfaction. Special discount to 
dealers. Write for prices and catalog. 





TheUniflow Pump & Mfg. Co. 
Fifth & Perry Sts. Dayton, Ohio 











“THE LEAD RING IS THE THING” 
Now Furnist.ed Both Male and Female 


The American 
Waste Connection with 
e= Lead Ground Joint Ring 


Saves Time, Money and 
Grief — Assures a Tight 
Joint. 


















American Sanitary Mfg. Co. 
Abingdon - - Illinois 





No. 753 
Female Thread 
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shipments from the mills, prompt service all along the line 
is evidenced. Mills report good business on the books, 
consisting of many small orders. Prices are firm and 
steady at old levels. 
Wrought Iron Pipe 

No change in price. Demand is small but steady and 
jobbers’ stocks are sufficient to care promptly for all calls. 
Mills report the usual business out of this territory and 
are shipping promptly as desired. 

Enameled Ware 

Prices are steady and unchanged. The demand on the 
jobber holds up well and a larger volume than is usual 
at this season is noticed. Jobbers are not buying heavily, 
but are ordering to fill in low spots in stocks. Manufac- 
turers are keeping abreast of demand. Special orders run 
into good volume and are coming through slowly. 

Plumbers’ Brass Goods 

Jobbers’ stocks are being kept at good levels by con- 
stant shipments from manufacturers. Demand is from fair 
to good on the jobber with no delay in taking care of all 
orders received. Many jobbers are said to have entered 
orders for shipment after the first of the year at protected 
prices and it is reported that little buying is being done 
at the new higher costs. Prices are wavering and do not 
show the strength in sales expected by both manufacturer 
and jobber. 

Pottery 

Present demand on the manufacturer consists mostly 
of many small filling-in orders to keep jobbers’ stocks at 
full working capacity, as demand continues good. Spe- 
cials are slow in coming through, but staples are handled 
promptly. 

Range Boilers 
No change in prices. Demand on the jobber is light 
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and his stocks are ample. Manufacturers, as a whole, 
find business sluggish. 
Boilers and Radiators 

There is great activity in this industry and the demand 
on both jobber and manufacturer is not only steady but 
very heavy. There has been a great deal of business 
entered on manufacturers’ books, and this, together with 
new orders placed constantly, keeps business at a high 
level. All orders are rush orders, and up to the present 
there has been very satisfactory service. According to 
manufacturers and jobbers, the sale of this commodity 
will far exceed that of last year. 

Price Changes Recently Announced 

Prices of brass pipe have again advanced 4 
per lb. 

Lead traps and bends advanced 5 per cent. 


PACIFIC COAST 


While there was no outstanding feature in Coast mar- 
kets during the past week, most distributors report that 
business came up to previous expectations and that, taking 
everything into consideration, conditions may be said to 
be satisfactory. Building permits for October indicate 
that business should keep up to its present volume. 

Jobbers’ prices to the trade, while varying somewhat in 
the different jobbing centers, are holding firm. 

Soil Pipe 

Soil pipe shows a steady demand and, while individual 
sales are not large, the total tonnage sold is of substantial 
proportions. Jobbers’ stocks, as a rule, are in fair shape 
and are being constantly replenished by shipments from 
foundries. Jobbers’ prices are based on present replace- 
ment costs and appear to be holding firm. 
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: Cash in on the Coal Strike : 


OU know full well that some 
boilers that are o. k. for 
anthracite, fall down with a thud, 
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It sounds a bit strong. 
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Steel Pipe 

There is a steady movement of steel pipe from the job- 
bers to the trade and from the mills to the jobbers. Job- 
bers’ out of stock prices remain unchanged. 

Enameled Ware 

The demand for enameled ware is steady. Purchasing, 
however, continues for actual requirements only. Jobbers’ 
stocks, as a rule, are in better shape than usual at this 
period of the year and prompt deliveries can be made 
on practically all orders. Prices remain unchanged and 
appear to be holding firm. 

Pottery 

Current business on pottery continues fair. Most dis- 
tributors have ample stocks for present requirements and 
prompt deliveries can be obtained from Coast plants on all 
staple items. Prices, while varying according to grade 
of ware furnished, appear to be holding firm. 

Plumbers’ Brass Goods 

The demand for this commodity holds up well, espe- 
cially in cast goods. Most distributors have ample stocks 
and up to the present writing recent factory advances 
have not been reflected in jobbers’ prices to the trade. 

Range Boilers 

The demand for range boilers is fair. Distributors 
have ample stocks and jobbers’ out of stock prices are 
holding firm. 


The Metal Market 


Nov. Average Average Average 
10 Sept., 1925 July, 1925 1924 
PIG 1IRON— 
No. 2 Foundry, Chicago, 


ia re $22.50 $21.10 $20.30 $22.15 
PLATES AND SHEETS— 
Steel boiler plates, Pitts- 
Darah, per MW..665 5. 1.90¢e 1.80¢ 1.90¢ 2.14¢c 
Blue annealed _ sheets, 
Pittsburgh, per lb.... | 2.30 2.300 2.300 2.75¢ 
Black sheets, Pittsburgh, 
ME. Grea bray se anetere a 3.15¢e 3.15¢ 3.15¢ 3.60¢ 
Galvanized sheets, Pitts- 
burgh, per 1Ib......6. 4.40¢ 4,20¢e 4,.20¢ 4.75¢ 
TIN— 
eee: TA. da casacnweaas 62.25¢ 
COPPER— 
Prime Lake, f. o. b. re- 
See eer a 14%c 
Electro, delivered ..... 14.70¢ 
LEAD— 
ROME So aeScuanleanornee 10.00c 


The Old Metal Market 
Dealers’ Buying Prices 


Per lb. Per lb. 
Aluminum elippings ..19 e¢ Copper; MGRt sc. ccccce o ©¢ 
oO a 39 6C¢ Copper, uncrucibled 
TO, TRE ck cakssccee 6 ¢ WE: kc wk Kae ks EEE 10 ¢ 
Brass, heavy mixed... 7 ¢ Faucets and valves.... 7\c 
a ee a 8%e Ca, TOO nas kcaceos 6 ¢ 
Copper, crucible ...... 11 c Solder joints ......... 8%c 


NOTE: Prices are those quoted on Tuesday of this week. 





NORTH CAROLINA WITNESSES GREAT BUILDING 
BOOM 


Master plumbers in North Carolina are of the opinion 
that the present year will be one of the most eventful 
and prosperous in the history of the trade on account of 
the fact that it has witnessed the greatest building boom 
the state has seen in the last decade, and the end is not 
in sight. From the mountains to the sea, reports are 
to the effect that work has been plentiful and that col- 
lections have been good. It has been, in fact, a red-letter 
year for the plumbing trade in this section. 

In the territory around Durham the amount of work 
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Weight alone does not make a radiator valve a 
better or as good a valve as one in which the 
metal is distributed where it is most needed. 


Hammond Valves are so designed that the metal 
is heaviest where the strain is greatest. You 
do not have to pay for excess weight that is 
not necessary and adds nothing to the durability 
or performance of the valve. 

If you have not tried Hammond Valves order a sample lot from your 


jobber and compare them with those you are using—and then compare 
the price. 


HAMMOND BRASS WORKS 


Hammond, Indiana 


HAMMOND VALVES 
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This bath room outfit includes a shower bath over the 
tiled-in corner tub, an oval pedestal lavatory 22x 31 inches 
in size, and a vitreous china closet combination with cellu- 
loid finish white seat. 


Write for catalog and name of Rundle jobber 


RUNDLE MANUFACTURING CO. 
Milwaukee, Wis. 


RUNDLE 


Plumbers’ Sanitary Enameled Ware 








=e 











DOMESTIC 


ENGINEERING 














Badger Waste and 0'Flow 
Last Word in Bath Wastes 





Patent Applied for 


No Panel Required 
Will Not Catch Lint or Sediment 
Cannot. Get Out of Order 
Works Like a Pop-Up 
No Stopper Concealed in Wall 


Will Empty a TUB in Less 
THAN THREE MINUTES 


Milwaukee Flush Valve Co. 


MILWAUKEE, WIS. 
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in the plumbing line has been more pronounced than 
ever before. One well known firm, Hunt Bros., of Greens- 
boro, N. C., have just finished what is said to be one of 
the most complete jobs in this part of the country, the 
installation of plumbing in the new Washington Duke 
hotel, a sixteen-story hostelry located in Durham, which 
cost nearly two million dollars. The hotel was opened last 
week and among the hundreds who visited the place on 
the opening day and made an inspection of the plumbing 
and heating work were scores of craftsmen from all sec- 
tions of the state. 

Another gigantic plumbing contract is about to be 
started here. Out at Duke University eleven new build- 
ings are now under way. These are to represent an ex- 
penditure of $4,000,000, and the plumbing work alone will 
amount to several hundred thousand dollars. The will 
of the late James B. Duke, who endowed the university, 
calls for the erection of a medical school and a nurses 
home in addition to the buildings now under construction 
and work of steamfitting and plumbing in these structures 
will also be a large item. 

The Central and Western sections of the state appear 
Lo be the most prosperous at the present time, and it is 
in these sections that master plumbers have the greatest 
amount of work. 

And while prosperity is reigning in the trade, the 
master plumbers are taking advantage of the opportunity 
being offered them to tell the general public all about 
it by publicity. 

It is probable that never before in the history of the 
trade in this state has such a volume of good advertising 
copy been offered to readers of newspapers, and that this 
is having good result is apparent. 





CONVENTION DATES 

November 17, 18 and 19, 1925.—The second annual Institute 
for Master Plumbers and Heating and Ventilating Engineers, 
at Carnegie Institute of Technology, Pittsburgh. 

November 30 to December 4, 1925.—The annual] meeting of 
the American Society of Mechanical Engineers, to be held in 
New York City. 

December 9 and 10, 1925.—Annual meeting of the National 
Association of Brass Manufacturers, in New York City. 

January 11, 12 and 13, 1926.—The next Secretaries’ Con- 
ference, at Evansville, Ind. 

January 19 and 20, 1926.—The annual convention of the 
Wisconsin Master Plumbers’ Association, at the Chamber of 
Commerce, LaCrosse, Wis. 

January 19, 20 and 21, 1926.—The annual convention of the 
Illinois Master Plumbers’ Association, at Danville, Ill. 

January 27, 28 and 29, 1926.—The annual meeting of the 
American Society of Heating and Ventilating Engineers, at 
Buffalo, N. Y., with headquarters at the Hotel Statler. The 
convention will be called to order in New York City on 
January 26 and will adjourn at once to Buffalo, the Society’s 
constitution making this mandatory. 


February 1-6, 1926.—The first National Heating and Ven- 
tilating Exposition, at the New Madison Square Garden, New 
York City. 

February 9, 10 and 11, 1926.—The thirty-fifth annual con- 
vention of the Ohio State Association of Master Plumbers, 
at Dayton, Ohio, with headquarters at the Hotel Miami. 

March 15, 16 and 17, 1926.—The annual convention of the 
Kansas Master Plumbers’ Association in Kansas City, 
Kansas. 

April 6, 7 and 8, 1926.—Third annual convention and ex- 
position of the American Oil Burner Association, at Detroit, 
Mich., with headquarters at the Book-Cadillac Hotel. 

April 19, 20 and 21, 1926.—The annual convention of the 
Associated Master Plumbers of Texas, at San Antonio, with 
headquarters at the Gunter Hotel. 

May 14 and 15, 1926.—The annual convention of the Oregon 
Master Plumbers’ Association, at Corvallis, Ore. These dates 
are tentative, pending the approval of the National Association 
of Master Plumbers. 
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THE TRADE 


WITH MASTER PLUMBERS AND HEATING CONTRACTORS 








TECHNICAL ADVISORY COMMITTEES FOR A. S. H. 
V. E. ANNOUNCED 


W. H. Driscoll, chairman of the Committee on Research 
of the American Society of Heating and Ventilating En- 
gineers, has announced the personnel of the technical ad- 
visory committees to the Committee on Research. The 
members are: Temperature, humidity and air motion: 
W. H. Carrier, chairman; E. V. Hill, Burt S. Harrison, 
F. Paul Anderson, W. L. Fleisher, John F. Hale and E. S. 
Hallett. Radiation: R. V. Frost, chairman; R. C. Bol- 
singer, Dr. Charles Brabbee, G. M. Getschow, E. H. Lock- 
wood, J. F. McIntire, R. B. Rowley and R. B. Dickson. 
Infiltration: A. C. Willard, chairman; W. S. Timmis, L. A. 
Harding, E. B. Langenberg, K. Boyd, L. F. Kratz and H. 
J. Meyer. Pipe sizes: F. C. Giesecke, chairman; c.. ¥. 
Eveleth, vice-chairman; H. M. Hart, J. A. Donnelly, W. 
L. Durand, J. E. Emswiler, C. V. Haynes, J. H. Walker 
and J. M. Dugan. 

These four divisions are to be those emphasized first 
by the Society, Mr. Driscoll states. The radiation group 
will test steam and hot water types for the purpose of 
determining their relative efficiency, the pipe size group 
will take up critical velocities, while the activities of the 
other committees is shown by the group designations. 

Additional committees will be appointed as the need 
develops, and as other research of interest to heating and 
ventilating engineers is taken up. 





SAMUEL R. LEWIS ADDRESSES ILLINOIS CHAPTER 
A. S. H. V. E. 


As reported recently in 
these columns, A. B. Martin, 
president of the [llinois Chap- 
ter of the American Society of 
Heating and Ventilating En- 
gineers, was presented with a 
trumpet at the semi-annual 
golf meet held in Chicago. It 
was stated that the trumpet 
was presented not altogether 
in recognition of the prowess 
of the president on the golf 
links but that it was also for 
the purpose of calling the 
flock together. And call them 
he did at the monthly meet- 
ing on November 9, using the 
erstwhile trumpet to bring to 
attention the sixty or seventy members who were present. 

Following the dinner, T. J. Monahan and Macy Good, 
the golf tournament committee, reported on the golf meet 
referred to above, reporting the statement of one caddy; 
“You sure took me to some parts of the links I never saw 
before.” The president expressed appreciation of the work 
of the golf committee and tendered them the thanks of the 
Chapter for the efficient manner in which the tournament 
was handled. 


Samuel R. Lewis 





The western growth of the Society was discussed to 
some extent, and its bearing on the fact that according to 
the by-laws of the Society, the annual meeting must be 
held in the East. 

Two new members were accepted; Theodore Weinshank, . 
retired from business, and W. A. Russell, manager of the 
Chicago branch of the United States Radiator Corporation. 

The main feature of the evening was the address given 
by Samuel R. Lewis, past president of the Chapter, who 
presented a paper accompanied by lantern slides, on the 
subject of distribution, which embraced a discussion of a 
number of unique heating and ventilating installations in 
theatres, schools, museums, residences, etc., accentuating 
recent practice in air and heat distribution. Many inter- 
esting points were brought out as to the condition, char- 
acter and peculiarities of air motion in heating and 
ventilation. It was stated that in the experience of the 
speaker the tendency was toward low temperature radia- 
tion. 

Following the presentation of the paper, there was a 
general discussion of the various installations shown on 
the screen and many questions were asked and answered. 
The discussion was conducted by Homer R. Linn. 





SANITATION DEVELOPMENT LEAGUE OF SOUTHERN 
CALIFORNIA TO REORGANIZE 

Plans for the reorganization of the Sanitation Develop- 
ment League of Southern California along more efficient 
lines and addresses on the type of activities that should 
hold the attention of the League, occupied the principal 
portion of the regular monthly meeting of the organization, 
held at the Los Angeles City Club, Los Angeles, Calif., on 
Thursday evening, October 29. William Van Norden, 
president of the League, was chairman of the meeting, 
which was attended by jobbers, manufacturers, manufac- 
turers’ agents and plumbers from various parts of South- 
ern California. Included among those present was a dele- 
gation of twelve members of the Santa Monica Bay Master 
Plumbers’ Association. 

Due to the fact that there were many non-members in 
attendance, at the suggestion of Chairman Van Norden each 
man rose and introduced the man seated at his left. Upon 
the recommendation of the board of directors and concur- 
rence of the entire League, it was decided to appoint a 
reorganization committee to formulate a definite procedure 
to follow in the ensuing year and plans to bring all ele- 
ments of the plumbing industry of Southern California 
into the organization. 

L. B. Peoples, Los Angeles manager of Crane Co., was 
appointed chairman of the reorganization committee and the 
following were appointed to serve with him. G. B. Schnei- 
der, Washington Iron Works; Ray H. Roemer, Standard 
Sanitary Mfg. Co.; C. N. Boley, Day and Night Water 
Heater Co.; George E. Richardson, merchant plumber of 
Pasadena; G. C. Sutton, merchant plumber of Los Angeles; 
William Nies; Edward Coker, merchant plumber of Glen- 
dale; E, P. Nittinger, president of the Santa Monica Bay 
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Master Plumbers’ Association; H. C. Fletcher, Pacific Pipe 
& Supply Co.; W. F. Geddes, Busch Pipe & Supply Co.; 
Claude Ballinger, president of the Los Angeles Merchant 
Plumbers’ Association; John Fitzpatrick, N. O. Nelson 
Mfg. Co.; William Van Norden, president of the League, 
and Ira W. Byrnes, the “Judge Landis’ of the plumbing 
industry of Southern California. 

At the suggestion of Mr. Byrnes, it was decided that the 
meeting of the League be attended by as many as possible 
from all plumbers’ associations in Southern California, 
plumbers’ clubs, jobbers, manufacturers and other mem- 
bers of the industry. The meeting will be held on Thurs- 
day evening, November 19, and is expected to be the larg- 
est gathering of the plumbing industry ever held in South- 
ern California. 

A resolution of condolence to the family of J. C. Green- 
berg, formerly educational director of the League, who 
died recently in Indianapolis, Ind., was adopted as the 
final matter of the evening. 





SAN FRANCISCO MASTER PLUMBERS’ ASSOCIATION 
HOLDS FINALS IN HORSESHOE CONTEST 

Anthony J. Silva, thirty to one shot, decisively trimmed 
Jack McLeod in the finals of the San Francisco Master 
Plumbers’ Association horseshoe contest, held at Golden 
Gate Park recently, the score being twenty-two to twelve. 
Eight survivors of the preliminary contest, held at the 
annual picnic of the association several weeks ago, met 
in the final elimination rounds. 

Fergus Gomersal took the measure of George Y. Mor- 


ton to the tune of an eleven to three count. William 
LaChapelle won from M. Cohen eleven to two. A. J. 
Silva beat L. Ravani eleven to five, and Jack McLeod 


nosed out Charles Seipp eleven to nine. 
In the semi-finals McLeod beat LaChapelle fifteen to 


six, and Gomersal made Silva throw a ringer to end the - 


other contest and win eighteen to eleven. Then came 
the finals, with Silva having all the best of it, throwing 





Top row, left to right: H.’P. Wilson and H. Hoops, of Rich- 

mond Sanitary Co., promoters of San Francisco Master Plumb- 

ers’ horseshoe contest; Mrs. H. P. Wilson and Mrs. J. Noble, 

“cheer leaders.”—Lower row: A. J. Silva, champion; L. Ravani; 

Andrew Hahn, assistant secretary of San Francisco Master 

Plumbers’ Association, and Jackson Noble, manager of Oak- 
land branch, Richmond Sanitary Co. 
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three ringers, and once knocking off a ringer which Mc- 
Leod had thrown, putting his own shoe closest to the 
stake. 

The contest was staged by the Richmond Sanitary Co., 
of San Francisco, under the direction of H. Porter Wilson, 
sales manager. A handsome loving cup was donated and 
will be played for every year until some lucky man has 
won it three times, when it will be his permanent posses- 


sion. Jack McLeod as runner-up was presented with a 
prize bought last summer in Belgium by George Y. 
Morton. 





SEATTLE HEATING AND SANITARY ENGINEERS’ 
ASSOCIATION GAINS NEW MEMBERS 


The Heating and Sanitary Engineers’ Association of 
Seattle, Wash., which for two months has been in process 
of organization, is now functioning, including in its mem- 
bership, with but few exceptions, every head of the repre- 
sentative shops in the city. Credit for the exceptional 
growth and stability of the new association is justly given 
by the membership to the executive officials of the organ- 
ization, including James Canny, president; W. J. Ashwell, 
vice-president, and J. N. Belanger, executive secretary. 
These men, assisted by a membership committee, have 
worked unceasingly to the end that all men of the trade 
in Seattle become members of the association and their 
ambitions are about realized. 


At a recent meeting, because the association is running 
so smoothly, it was unanimously voted to eliminate two 
business meetings a month, designating the new meeting 
dates as the first and third Wednesday evenings of each 
month. The weekly noon luncheon meetings, always 
attended by the men in the downtown districts, however, 
will be continued, affording the membership the oppor- 
tunity to get together to discuss business and enjoy social 
intercourse. Heretofore, weekly evening meetings have 
been held each Wednesday. At this same meeting two 
new firms, B. E. Rose,heating and ventilating contractor, 
709 Second avenue, and Smyth-Courtney, Inc., plumbing 
and heating engineers, 1509 Seventh avenue, were admit- 
ted to membership. 

The following board of directors was also elected and 
committees were appointed: Board of directors: W. J. 
Ashwell, chairman; George Southard, Wm. Eckart, Fred 
Hellenthal, Fred Rautman, Wm. Ruddell and James Canny. 

Conference Committee: P. J. Lavan, chairman; Wm. 
Spangler, I. G. Navarre, Fred Hellenthal, Joseph Stack and 
G. A. Collman. 

Advisory Committee: J. W. McMahon, H. R. Rustad, 
Hans Pederson, Harry Cook and Jerry Ward. 





OREGON MASTER PLUMBERS’ ASSOCIATION FIXES 
TENTATIVE DATES FOR CONVENTION 

T. M. Barr, Salem, Ore., president of the Oregon Master 
Plumbers’ Association, presided at a meeting of the 
organization held in Portland October 24th. The session 
followed a dinner at the Multnomah hotel and was held 
in the office suite of the executive secretary, H. T. Sherriff. 

The primary object of the meeting was to discuss the 
date for the annual convention which is to be held in 
Corvallis, Ore., and the tentative dates were fixed as May 
14 and 15, pending the approval of the National Associa- 
tion and officials who might attend. Letters were read 
from the Mayor of Corvallis, the Chief of Police and 
from ,several prominent citizens of that city, and along 
with these invitations were the keys to the city. Under 
such cordial pressure the association felt that the invita- 
tion should be accepted. 


Cc. P. Yundt, of Yundt & McKenna, Corvallis, is in 
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Here 


Is Where It Gives 
Double Length of Life 


THE DOUBLE-ENDED, REVERSIBLE JAWS may 
be quickly changed end for end, giving practically the 
use of two tongs for the price of one. Hence the 
double length of life of Williams’ Improved “Vulcan.” 
EACH CHAIN IS INDIVIDUALLY PROOF- 
TESTED to two-thirds of its breaking strain and is 
certified. This assures dependable service and safety 
to the operator. 

ONLY GENUINE WILLIAMS’ CHAIN PIPE 
WRENCHES offer all these advantages to your trade. 
Why trust a less trusty tool? Literature? 


J. H. WILLIAMS & CO. 


“The Wrench People’ 
New York BUFFALO Chicago 
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. \ IMPROVED “VULCAN” 
*’\CHAIN PIPE WRENCH 







































Trouble-) Proof “ot KELLY 


The WATER CLOSETS. 
Advance Ideal || 
The “KELLY OCTOPUS’’ 


Automatic 
Cellar Drainer Batteries of Eight Complete 
' is simple in construction and Water Closets ROUGHED @ IN 

ON A SINGLE SOIL FITTING 











positive in operation. Once in- 
stalled it can be forgotten. 

here is nothing to replace, 
nothing to get out of order— 















Patented the specially centered locks 
 armmemmRE eliminating all danger of stick 
TTT i ; ing or binding. ade in two 


sizes, for either automatic or 
non-automatic operation. 


Order From Your Jobber 


J. A. ZURN MANUFACTURING CO. 


Manufacturers of a complete line of plumbing 
specialties in cast iron and brass 


ERIE, PENNA. 
Warehouse: 1624 South Clark Street, Chicago, III. 


BRANCH OFFICES: New York, Philadelphia, Pittsburgh, 
Los San Fr Seattle, Portland, Atlanta, Ga. 








“KELLY OCTOPUS” with partitions removed 
PATENTED 











E List prices of our Fig. D-137 Stable 
' complete line on Cesspool with Bell 
B pages 1020-1028 a Trap and Heavy 
= Domestic Engi: Double Grate. 
H eering Catalog D Di. Made in Two 
rectory. izes. 


THOS. KELLY & BROS. .*. CHICAGO 
3422-24-26 WEST LAKE STREET 











ESTABLISHED OVER 35 YEARS 
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charge of arrangements for the convention which may be 
held in the new Hotel Benton. 

An amendment to the by-laws was discussed pertain- 
ing to action taken at the last annual convention, when 
it was voted to make the retiring president a director. 
It is expected that a committee will draw up this amend- 
ment making it a permanent measure. 

H. T. Sherriff gave a report of his activities since 
August as executive secretary. During this time he has 
visited, either alone or with the members of the executive 
committee, fifty-two towns in the state and has travelled 
3,700 miles in the interest of association work, securing 
forty new members. This brings the total membership 
of the Oregon Association up to 180, and it is believed that 
based on population, this is a larger membership than 
any other state can show. At least the Oregon members 
are proud of their record and they are still going strong. 
Every town the members of the executive committee 
visited on their various tours was made 100 per cent 

membership for the association, if they were not already 
UMPHRE up to that high mark of achievement. Mr. Sherriff’s re- 

port was most encouraging in every way and was heartily 
and favorably received. 

Those present at the dinner and board meeting were: 


i The Climax of 40 Years of 
Development in Automatic 
Heat Regulators 


The New Model 77 Thermostat with 7- 
Jewel 8-Day Clock! 


Write for description and price 


INNEAPOLIS 


Heat REGutator Co. 


Established 1885 


2801 Fourth Ave., So. Minneapolis, Minn. ‘ 























Automatic Gas Water Heater 





wt tat T. M. Barr, Salem; J. A. Bernardi, secretary of the Oregon 
a long period of years, Association, also from Salem; W. N. Smith, zone director, 
there is no water heater Astoria; C. J. Kelley, vice-president of the State and 
oo eres “et Pron alt president of the Portland Master Plumbers’ Association; 
Any cad shamar ao Eugene Ruedy, treasurer, and B. D. Coffey, past presi- 
tell that by looking at it. dent and now national director. 

Humphrey Company TRADE EXTENSION BUREAU URGING USE OF SEAL 





(Dio. Ruad Mfg. Co.) 


Type “A” Kalamazoo iw Michigan The National Trade Extension Bureau is making an 


intensive effort to popularize the National Association 
Commercial Seal by supplying signs bearing this seal in 
color, and ‘signs which are to be placed on buildings where 
work is going on, showing the seal, and the name of the 
NNEDY contractor making the installation. 

ad It is the desire of President Henry E. Longley, and of 
Valves and Fittings the Bureau, that the seal may become as well known as 
The big Kennedy line covers a total of the emblems of such organizations as the Kiwanis and 

over 4600 different types and sizes, in- Rotary clubs. 
cluding globe, gate, angle, check and Mr. Longley’s state, North Carolina, has begun a state- 
radiator valves of every type and size, wide advertising campaign using newspapers in nine cities. 
The campaign is educational and members of the associa- 











and a complete line of malleable iron and 
brass pipe fittings. 

All of these types are described and listed tion are being supplied with reproductions of the seal in 
in the Kennedy Catalog. order that their connection with the campaign will be 


Send for a copy. made clear. 


The Kennedy Valve Mfg. Co. 
ee Lm gg ealady a a AKRON MASTER PLUMBERS AND JOBBERS HOLD 
ElPaso Salt Lake City Seattle Philadelphia DINNER MEETING 


Kansas City Los Angeles : 
Master plumbers of Akron, Ohio, recently entertained 
the local jobbers at a stag dinner. The object of the 


AL Y meeting was to create a better acquaintance between job- 

sy C LIAR E [s E: E E bers and master plumbers. Frank S. Prior, president of 
the Ohio State Association of Master Plumbers, lead the 

lron & Malleablelron IS FITTINGS discussion and read a paper on “The Past, Present and 
Future in Sanitation.’”’ Supply houses represented at the 
meeting were the Hardware & Supply Co., Mill and Mine 
We are so proud of Square Supply Co., Standard Sanitary Mfg. Co., Walworth-Ohio 


“Gee” fittin s that we Co., and Scioto Valley Supply Co., all of Canton. It was 
8 decided to hold similar meetings every month. 




















stamp on each one a square 


G ed S means of instant Mayfield & Needham, of Jacksonville, Fla., have moved 
recognition. their place of business from 115 East Forsyth street to 
131 East Bay street. 

F. T. Knoles, San Francisco, Calif., has moved his 
plumbing and heating establishment from 1914 Fillmore 
street to 2264 Pine street. 





THE GRABLER MANUFACTURING CO. 
CLEVELAND, OQ. 
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PHILADELPHIA PLUMBERS SEE HOW POTTERY 
IS MADE 

Approximately forty master plumbers of Philadelphia 
and vicinity were guests on Thursday, November 4th, of 
the Thomas Maddock’s Sons Co., of Trenton, N. J., and 
the Tomlinson Co., of Philadelphia. The masters left 
Philadelphia in busses at 10 a. m., proceeding first to the 
old Maddock plant, which they inspected for purposes of 
comparison. They were then taken to the new plant, 
where luncheon was served. Under the leadership of 
Richard Lane, who acted as host, and other pottery repre- 
sentatives, the groups then toured the buildings, learning 
how sanitary pottery is made. 

Blooming Grove Farm was the next point of call, with 
dinner the attraction. After everyone was satisfied, talks 
were made by A. M. Maddock, president of the Thomas 
Maddock’s Sons Co.; John A. Quinn, president of the 
Philadelphia Master Plumbers’ Association; A. A. Tomlin- 
son and H. R. Myers, both of the Tomlinson Co. Then 
back to the busses and the homeward journey began. 





M. J. KENNEDY TAKES ACTIVE PART IN WELFARE 
WORK 

M. J. Kennedy, president of the Greater New York 
Association of Master Plumbers, whose big heart is pro- 
verbial wherever he is known, is now actively interested 
in the Welfare Camp Association of the Department of 
Public Welfare, which has secured a 60-acre camp in 
Putnam County, N. Y., for the use of poor children con- 
valescing from illness who otherwise would have to make 
the best of poor conditions for bringing them back to 
health. This association is sponsoring a monster enter- 
tainment and dance at the 12th Regiment Armory in New 
York City on Saturday evening, November 21st, and Mr. 
Kennedy is making a personal appeal to the master 
plumbers of the five boroughs to purchase tickets at a 
dollar each, as all the receipts are to be used for the camp, 
the entertainment being donated by the Keith-Albee the- 
atrical circuit. He has received a splendid response so 
far, among the donors being the Brooklyn Borough 
Association, which gave $100 from the association treas- 
ury. Masters who want to contribute are asked to send 
the money to Mr. Kennedy at 173 Amity street, Brooklyn, 
N.Y: 





PLAN CHANGES IN KENTUCKY PLUMBING LAW 


The next session of the Kentucky Legislature will be 
held in Frankfort, Ky., next January. At that time it is 
probable that an effort will be made to remodel and pass 
the 1924 plumbing act, for cities of the second class, which 
was passed at that time but later held unconstitutional 
by the courts on a fight made by a master plumber at 
Paducah, Ky. 


Obituary 


Richard Newton Davies 

Richard Newton Davies, for the past seven years sales 
representative for the Wigman Company, Sioux City, 
Iowa, died suddenly on Wednesday, November 4th, in a 
Mitchell, So. Dak., hospital, where he had undergone a 
minor operation. Mr. Davies, who was in his fifty-second 
year at the time of his death, was prominent in Masonic 
circles, an active Elk, and a member of The Veterans of 
the Spanish-American War. He was organizer and drill 
master of Coacher Post Drum and Bugle Corps, and was 
the only honorary member of Coacher Post, American 
Legion. He is survived by his widow and his parents. 
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plumbers everywhere. 


territory. 





The MURDOCK, Jr. 


‘85° 


list F. O. B. Indianapolis 


UIQIUEy 





WATER SYSTEMS 





. 





You can sprinkle 


with a MURDOCK, Jr. 


This new model of Gurley Automatic Water Systems with 
a capacity of 150 gallons an hour gives good service on 
water lifts of 28 to 30 feet. 


You can sprinkle with the Murdock, Jr., because it gives 
forty pounds pressure with a steady, non-pulsing stream. 


Gurley Automatic Water Systems with the Gurley Rotary 
Seal Pump are built in sizes to meet every requirement 
for a home water system. Simple, durable, reliable, and 
highly efficient, they create bigger sales records for good 


Write us and find out whether 


the valuable Gurley Franchise is still available in your 


GURLEY PUMP & MFG. COMPANY 
814 Merchants Bank Bldg. 


INDIANAPOLIS 





Vertical type condensa- 
tion pump and receiver, 


d to take den- 
sation from return lines 
that come back below the 
floor and pump them to 
the boiler. No concrete 
pit is required. The 
pump is adaptable to 
ground installation,thus 
using a minimum of 





floor space. Write for 
Bulletin No. 133. 





PECIAL conditions demand 
special types of pumping 
equipment. No matter what the 
conditions are, there is a 
*““Chicago’”” Pump designed to 
meet them. ; 


Our ability to meet conditions 
in any type of pumping prob- 
lem, requiring judgment, skill 
and science is well demonstrated 
by our ever increasing list of 
successful installations. 


‘“‘Chicago’’ Pumps are installed 
in the S. W. Straus Building in 
Chicago, the Elks Club in Mil- 
waukee and many other build- 
ings of equal prominence in 
every section of the country. 


If you have a pumping problem, 
the answer is ‘Chicago Pumps.”’ 


Bilge Condensation 
Sewage Circulating 
Vacuum Fire 


Chicago Pump Company 
Quality Centrifugal Pumps 
2322 Wolfram St. CHICAGO, ILL. 
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— Women’s eA uxiliaries 


Syracuse Women’s Auxiliary Resumes Activities 

The Women’s Auxiliary of Syracuse, N. Y., resumed its 
regular meetings, which have been suspended during the 
summer, on Tuesday, November 10th, at the home of Mrs. 
P. D. McCarthy, president of the auxiliary. On the evening 
of October 28th the auxiliary invited the masters to a 
delightful dinner party at Krebs’, at Skaneateles. Mrs. 
A. B. Cavanaugh was hostess. An excellent dinner was 
served, and everyone present thoroughly enjoyed the affair. 
Many more such social affairs are being planned. 











Ca 


Coat sae’ 


A Superior 
Tank Valve 


One of the many Brass Plumbing Products 
which have made the TRENTON Line a “‘buy 
word” among master plumbers who believe in 
giving their trade full value for their money. 


TRENTON Plumbing Prod- 
ucts are the kind that you 
can recommend with full as- 
surance that they will pro- 
tect both your prestige and 
your profits. Your jobber 
can supply you. Ask him. 


Passes Resolution in Appreciation of Theodore Ahrens’ 
Gift to Carnegie Institute 
At a recent meeting of some of the officers of the 
Women’s Auxiliary to the National Association of Master 
Plumbers the following resolution was passed: 
“The Women’s Auxiliary to the National Association of 
Master Plumbers desires to pay tribute to Mr. Theodore 
Ahrens. Every parent whose sons participate in this mag- 
nificent gift will forever reverence the donor. The 
Women’s Auxiliary is proud to be a part in honoring Mr. 
Ahrens. Carnegie is richer by the establishment of this 
the first chair in plumbing. 
(Signed ) 

“Mrs. E. D. Hornbrook, president; Mrs. Fred Hacker, 
corresponding secretary; Mrs. W. H. Cowger, 
treasurer.”’ 
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The Trenton Brass & 
Machine Company 


LECTURES AND EXHIBITS OF INTEREST TO PLUMB- 
ING AND HEATING CONTRACTORS 

Several lectures, besides a large number of exhibits, will 
interest the master plumber and heating contractor at the 
Fourth National Exposition of Power and Mechanical 
Engineering, better known as the Power Show, to be held 
November 30 to December 5 at the Grand Central Palace, 
New York City. Among the topics to be discussed are 
mechanical refrigeration, steam boilers, heating and 


A new and yanical ret oie 
om | ventilating equipment, and standardization. 
time y book | SEATTLE STEAMFITTERS APPRENTICESHIP SCHOOL 


A new and timely book | RUNNING SMOOTHLY 
that gives a'thorough descrip- 
tion, with plans and illustra- 


Trenton :: :: New Jersey 














J. N. Belanger, executive secretary of the Heating and 
tions, of the heating systems Sanitary Engineers’ Association, of Seattle, Wash., reports 
used in heating small build- that the committee recently appointed by the association 
igang at te handle the matter of the Seattle steamfitters’ apprentice- 
and small garages. ship education have successfully discharged the obligation 

imposed on them, and that at the present time 30 appren- 


It takes a typical cottage, 
bungalow, two-story resi- tices, under 21 years of age, are taking the prescribed 


dence and small garage and | course in the Broadway high school, in Seattle. The 
explains, step by step, the : 5 
heating of each of these buildings by steam, vapor and classes are held two evenings a week, and the men will be 
hot water. under training by competent instructors for two years. 
_ All details of the systems are thoroughly described and The Heating and Sanitary Engineers’ Association was 
illustrated. The layouts are so simple that any steam- induced to adopt this plan by the apprenticeship commit- 


fitter can use them as guides. 


_ Proper main and pipe connections, the proper connec- 
tions of chimneys, details about vapor heating and many 


tee of the Steamfitters’ Union, which organization wishes 
to eliminate the present helper system, and install in its 


other important features are explained. place an apprenticeship system similar to the one in effect 
Heating Residences and Small Buildings contains in the Plumbers’ Union at the present time. The reasons 
—_ practical information and will make a valuable given for the desired change, and there were several, 
addition to any contractor's library. included that in the past a poor grade of mechanics had 
* ® been turned out because of the practice of taking in help- 

Price, $1.00 Postpaid 
, $ ‘ tp ers who had passed the age that men can readily learn 


Published by the trade. 
The committee appointed by President James Canny, of 


D omes t i c E n gi nee ri ng the Heating and Sanitary Engineers’ Association, to 


BOOK DEPARTMENT arrange for the steamfitters’ apprenticeship classes included: 
a . Archie Ayers, of the Rautman Plumbing & Heating Co.; 
1900 Prairie Avenue nid Chicago, Ill. P. J. Lavan, of the P. J. Lavan Co., and S. Spangler, of 











Norton & Spangler. 
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This &? That, Here&T here 


R. T. Wither’s Sons Co., of New Castle, Pa., has been 
awarded the plumbing contract on the new First Pres- 
byterian church to be erected on East State street in that 
city. 

Ryan Plumbing & Heating Co., of 160 Court street, 
Watertown, N. Y., has received a sublet contract of $17,- 
201 from The John W. Copper Co., of New York City, for 
the installation of plumbing, heating and ventilation in 
several buildings at Madison Barracks. 

An ordinance has been uncovered by the city clerk of 
Parsons, Kans., requiring plumbers of that city to provide 
bonds of $2,000. The bond must be furnished in addition 
to the regular license fee. 

Henry Pieper, of Riggston, Ill., has been awarded the 
heating contract on the Ring Bank building in that city. 

T. J. Cagle, of Gaffney, S. C., has been awarded the 
heating contract on the Cherokee County, S. C., jail. 

J. S. Johnstone, veteran master plumber of San Diego, 
Calif., recently celebrated his 79th birthday at a gather- 
ing of over 200 relatives and friends, principally mem- 
bers of the San Diego Scottish Social Club and the San 
Diego Master Plumbers’ Association. Mr. Johnstone has 
been in business in San Diego for 38 years. 














Seated, left to right: Harry F. Demarest, secretary of White 
& Shauger, Paterson, N. J.; Samuel Taylor, president of Hud- 
son Plumbing Supply Co., Union Hill, N. J.—Standing: Charles 
Johnson, Woodward-Wanger Co., Philadelphia, Pa.; B. Carter, 
Silk City Plumbing Supply Co., Paterson, N. J., and Joseph 
N. Shauger, president of White & Shauger.—From photograph 
taken at the recent Coney Island outing of the Master Plumb- 
ing and Heating Engineers’ Mutual Protective Association 
of Paterson, N. J. 


Heath & Gove, Puget Sound Bank building, Tacoma, 
Wash., are preparing plans for the proposed city audito- 
rium to be erected with a seating capacity for ten thousand 
persons. 

W.A. Baity, of San Antonio, Tex., has announced a new 
building campaign to include the construction of 200 new 
homes, the total cost of which will approximate $1,000,- 
000. These houses will be of four to six rooms and will 
cost from $4,000 to $10,000 each. 

The Center Methodist Church of Center, Tex., plans to 
erect a new brick church at a cost of $40,000. 

The Magnolia Park Baptist Church of Houston, Tex., 
plans to erect a four-story Sunday school building, of 
brick, tile, and reinforced concrete, at a cost of $100,000. 
C. A. Nelson, of Houston, is the architect, 


Hajoca 


Pedal Valves 


FOR 
Hospital, Dentist 
and Surgeon 


These valves operate quietly 
and efficiently under any 
pressure and are made for 
above the floor work as well 
as for below. 


Send for pamphlet covering 
complete line of Hajoca 
Pedal Valves. 





HAINES, JONES & CADBURY Co. 


FOUNDED 1898 
MAKERS AND JOBBERS OF PLUMBING GOODS, 
PIPE, FITTINGS, VALVESAND HEATING GOODS. 


GENERAL OFFICES, PHILADELPHW, Pa. 


Heaviest standard tank fittings made 


THE 


INDIANA 


BRASS COMPANY 


Frankfort Indiana 


Largest exclusive producers of tank fittings 











The public by thousands is turn- 
ing to No. 1 Buckwheat Coal to 
save $4 to $7 per ton. That is 
why Heating Contractors are 
installing so many thousands of 


Spencer 


steam .vapor or hot water 


Heaters 


burn No.1 Buckwheat coal 





STANDARD HEATER Co. General Offices: WILLIAMSPORT, PA. 

New York City Boston Philadelphia Baltimore Lancaster Buffalo 

Rochester ashington Schenectady Syracifse Harrisburg Scranton 
Detroit 

















The | 
‘*EAFCO”’ | 
Garage | 
Sand Trap 


permits free passage of | 
liquid waste, yet abso- Hell 
lutely prevents sand | 
and solids from enter- | 
ing drain pipes. Made | 
of extra heavy cast | 
iron with hub to fit 
4-inch soil pipe. Grate 

is strong enough to 
carry any machine. 





Eastern Foundry Co. 


Boyertown Pennsylvania 
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Hinges of the Better Kind 





Number 19—Special Light Bar 
Grand Haven Brass Foundry, Grand Haven, Mich. 




















— 
PABST— 
== The Right Nipples 
At the Right Price 


Made from brand new pipe, to the 
closest possible gauge, Pabst Nipples 
screw up easily and make an absolutely 
tight joint. Yet they cost no more 
than ordinary nipples. Ask your 
jobber. You'll find the name PABST 
on every genuine Pabst Nipple. 


FRED PABST COMPANY, Manufacturers 


917 Chestnut Street Milwaukee, Wisconsin d 
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INSURANCE 


AGAINST FLOODED BASEMENTS 


Where the Signet Drain is installed there can be 
no back water. 

A perfectly reliable trap that automatically 
keeps out sewage, 
gas and germs. 









Always works. Noth- 
ing to get out of order. 
Brass working parts 
submerged. 


The Signet is clean, 
sanitary, simple, dur- 
able and efficient. 





Pat. Dec. 3, 1914 


Write for 
details 


CRAMPTON-FARLEY BRASS CO. 
KANSAS CITY, MO. 











ACME-DETROIT 
Double Laundry Tray Faucets 


The correct faucet for modern 
laundry jobs. Quick compression 
with lever handle and also fur- 
nished with a long spout for three 





tra: Rough nickel-plated 
ish. joint Brass unions 
for % inch I. P. connection. 


Lavatory Faucets, Sink Faucets, Drinking Fountains, Laundry Tray 
Faucets, Lawn Faucets, Sediment Faucets, Solder Nipples 


If your jobber hasn’t our goods in stock write us, giving his name 


Acme Brass Works, Detroit. Mich. 


Western Representative: H. E.Crum, Jr., 400 N. Michigan Ave., Chicago, Ili. 
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J. J. Phalen, of Chippewa Falls, Wis., has been awarded 
the heating and plumbing contracts on the $30,000 ad- 
dition to the Chippewa Valley Auto Co. garage. 

W. H. Egan & Sons, of Milwaukee, Wis., have been 
awarded the plumbing contract, and C. J. Fox & Son the 
heating contract on the remodeling of St. Mary’s school 
building for court rooms. 

The Files Engineering Co., 168 Thompson street, Bridge- 
port, Conn., has been awarded the heating contract on the 
factory of the Bullard Machine Tool Co., at Brewster 
street and Canfield avenue in that city. 

On November 30, in the French Room of the Palace 
hotel, the California Sanitation Development League of 
San Francisco will have charge of the program of the San 
Francisco Contractors’ Association. A plumbing and 
heating program will be presented, and an exhibit of 
modern plumbing and heating appliances will be shown 
and explained. 

The Ideal Plumbing Co., Bellwood, N. C., has been 
awarded the plumbing contract on the $25,285 consoli- 
dated school building in that city. 

W. P. McDonaldson, Greensboro, N. C., has been awarded 
the plumbing contract on the auditorium at the North 
Carolina College for Women. The Crutchfield Plumbing 
Co., Greensboro, N. C., has been awarded the plumbing 
contract on the education building at the North Carolina 
College for Women. 

B. T. Peistrup, 5433 Ballard avenue, Seattle, Wash., has 
been awarded the plumbing and heating contracts on a 
pretentious colonial home being built for Philip Bernstein 
at 1115 Eighteenth avenue in that city. The residence 
will be two stories and contain several private bathrooms 
and an oil-burning, hot water heating system. 

John H. Moore & Son, 1707 Atlantic avenue, Atlantic 
City, N. J., have been awarded the following contracts: 
Plumbing on the Earle theatre, $16,500; plumbing and 
heating on the Admiral Apartments, $35,000; heating on 
the Brigantine school, $11,000; plumbing on the United 
Association of Journeymen Plumbers’ building on a bid of 
$10,000, and plumbing and heating on the Leeds Lippin- 
cott Apartments, $13,000. 

Zuehlke & Stoehr, of Milwaukee, Wis., have been 
awarded the heating contract on the new Cudahy high 
school at Cudahy, Wis., a suburb of Milwaukee. 

H. M. Dailey, of Milwaukee, Wis., has been awarded 
the heating contract on the Grace theatre at 28th and 
National avenue in that city. 

L. R. Stollberg & Co., of Milwaukee, Wis., have been 
awarded the heating contract on the $200,000 addition 
to the Hotel Loraine at Madison, Wis. Louis Hoffman, 
also of Milwaukee, has been awarded the ventilating con- 
tract on the same job. 

Ericson & Johnson, 34 Dwight street, New Britain, 
Conn., have been awarded the heating contract on the 
new school to be erected on Steele street, for the city of 
New Britain, on a bid of $19,374. The plumbing con- 
tract has been awarded to the William P. Kirk Co., 749 
Main street, Bridgeport, Conn., on a bid of $15,545. 

The City of Providence, R. I., has under consideration 
plans for extensions to its sewer system which will mean 
an expenditure of $5,000,000. Property owners on un- 
accepted streets have petitioned for sanitary sewers, which 
have not been installed since the streets were not of- 
ficially accepted. The use of cesspools in these sections has 
become objectionable, and prompt action is anticipated. 

Durnard Bros., of Troy, Mo., have erected a hollow 
tile building to house their plumbing and heating busi- 
ness. 
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Specify 
SWETT 


Plumbing Specialties 


It pays. 


Hundreds of experienced 


plumbing contractors have proven that 
to their entire satisfaction. The SWETT 
Line is more than ordinarily complete, 
each item is the outcome of more than 
fifty years experience and prices are 
well within the range of the average job. 


Fig. 158-A Fig. 159-A 

SWETT Casi Iron Wash Tray Legs in 
all sizes from 15 to 18-inch heights 
and widths. Black or galvanized. 





Fig. 153-A 
SWETT Solder 
Pots from 11 to 
230 lead pounds 
capacity. 


Our Fig. 173-A 


) Catalog 





service. 


And, once installed, you can rest assured 
that SWETT Products will give per- 
fect and permanent satisfaction. They 
are made right, to work right and they 
invariably do so. The SWETT Catalog, 
showing the complete line gladly fur- 
Write today. 


nished upon request. 


Order From Your Jobber 


ALSwett Iron Works 


New York 


Medina. 





Fig. 174-A 


Special Iron Vent Fittings which are 
easy to install and will give real 


Fig. 175-A 





ESTABLISHED 1875 \ / INCORDORATED 1898 









































The Sherwood No. v6 Ball 
Cock is the acme of simplic- 
ity. One pin holds all the 
parts together and there is 
nothing to get out of order 
and cause trouble. 

It is exceptionally quiet in 
operation and closes positively 
against pressures up to 150 
pounds without a whistle or 
squeal. 

Made of high grade bronze 
throughout, with a seat of 
steam metal. Over half a 
million in daily use. 





Me Sherwood Brass Works 
fa Jeffersonand Mt. Elliott Aves. 
DETROIT 

















THE WINNING 
COMBINATION 


Paul dealers are finding increased 
sales and profits in the combination 
of the Paul Soft Water Generator 
and the favorably known Paul 
Water System for deep or shallow 
wells. A Water Softener which has 
been simplified in construction and 
in operation and which can be used 
either on regular city water supply 
lines or in connection with a private 
water system has long been needed. 
Here it is. 


The Paul Soft Water 
Generator and 
Paul Water Systems 


(Deep or Shallow Wells) 




















Now you can sell Water Softeners in the 
country as well as in the city and you can 
offer the complete water supply and softening 
unit or you can sell either the generator or 
the water system separately. 


Write for more information about 


the complete Paul line. 


Fort Wayne Engineering & Mfg. Co. 
Main Office and Factory 
1706 N. Harrison St. 


Fort Wayne, Ind. 


tems 


Jor FARM & HOME 








Mention Domestic ENGINEERING when writing advertisers. 
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Henry Ernst and Sons of 551 Hayes street, San Fran- 
cisco, Calif., have been awarded the plumbing and heating 
contract on a new six-story apartment house to be erected 
at Van Ness avenue and Green street, San Francisco, at a 
cost of $125,000. 

Bids are being received by the Bureau of Yards and 
Docks, Navy Department, Washington, D. C., for plumbing 
and heating work on four new hospital buildings to be 
erected at the Mare Island Naval Station, San Francisco 
Bay, Calif. 

Drs. Nichols and Guest of Plainview, Tex., plan a 
$50,000 hospital addition of tile and stucco, 37x120 ft., 
semi-fireproof. E. F. Rittenberry, 303 Blackburn build- 
ing, Amarillo, Tex., is the architect. 

The Santa Fe Railway Employes’ Hospital, of Temple, 
Tex., plans to add a south wing, two stories and basement, 
of brick and concrete, the cost of which will be $125,000. 
Staats & Hendricks, First National Bank building, Ft. 
Worth, Tex., are the architects. 

Dr. F. S. White and associates, of Wichita Falls, Tex., 
contemplate the construction of a sanitarium of brick 
and reinforced concrete to cost $50,000. The architect 
has not yet been selected. 

S. W. White, 110 Melba street, Dallas, Tex., plans a 
48-room, 12-apartment building of brick veneer, to cost 
$40,000. 

Al Parker Securities Co., of Point Isabel, Tex., is con- 
templating the erection of a club house, the cost of which 
will be $50,000. 

The Tex., 


Board of Education of Dallas, is receiving 


bids for the addition to Bowie school to cost $100,000. 
H. A. Overbeck, Melba building, Dallas, is the architect. 


The 


Board of Trustees of Kerville, Tex., School Dis- 


ON? 25 


is equipped with two spiral 
coilsfof pure copper” which 
have been tested to 225 Ibs. 
pressure and are arranged 
to present the greatest 
heat-absorbing surface 
possible. The bottom of the 
coil is low enough to allow 
the heat to strike it direct- 
ly, yet high enough to en- 
sure perfect combustion. 




























Just one reason why the 
OHIO No. 25 “‘heats more 
water with less gas.” Let 
us tell you about the others. 





The OHIO 
HEATER CO. 


391 Dennison Ad. 
CoLuMBUS 
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trict have called an election to vote on a $100,000 bond 
issue: for the construction of a new high school and the 
remodeling of the present building. 


The Lubbock, Tex., Independent School District plans 
an election for a $170,000 bond issue for new school 
buildings as well as repairs to those now in use. 


Annabel Clopton, 1500 Commerce street, Dallas, Tex., 
plans to construct a six-story, 10-apartment building to 
cost $65,000. 

A bond election has been called by the Houston, Tex., 
Independent School District to vote on a $4,000,000 
bond issue, this sum to be used in the construction of new 
schools and additions to those buildings already in use. 
Bonds issued at a previous election totaling about $1,500,- 
000 are being sold. 

The First Christian church of Corsicana, Tex., plans to 
erect an addition to the Sunday school. The building will 
be of fireproof construction and will cost $30,000. 


The Roman Catholic church of the Immaculate Heart 
of Mary will erect a church and Sunday school building at 
San Saba and San Luis streets in San Antonio, Tex. It 
will be two stories and basement, 100x150 ft., of brick, 
tile and reinforced concrete, and will cost $125,000. Leo 
J. Dielman, 305 E. Commerce street, San Antonio, is 
the architect. 

St. Joseph’s Infirmary, of Fort Worth, Tex., Sister M. 
George, Mother Superior, plans the construction of an 
8-story hospital to accommodate 200 to 300 patients. The 
cost will be $500,000. 

The Hospital Association of Marshall, Tex., is plan- 
ning a fireproof hospital, 3 stories, 37x96 ft., to cost 
$40,000. John Carpenter, Woolworth building, Marshall, 
has the plans. 












A good, honest piece of 
brass goods with value 
written all over it. Opens 
full and closes tight on a 
short turn. High in qual- 
ity, attractive in appear- 
ance and reasonable in 
‘price. Stock No. 12A. 


Sold through the jobber only 


ENTERPRISE BRASS WORKS 
Muskegon Michigan 
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J. L. Bothwell, architect, Athletic Building, Dallas, 

Tex., is preparing plans for a three-story and part base- 
ment store and hotel building for St. Paul and Trinidad 
streets. The cost will be $95,000. 


The Trinity Plumbing Co., of Dallas, Tex., has been 
awarded the plumbing contract on a 16-apartment building 
on Columbia avenue in that city. 


William B. Waldep, of Waldep Merchandising Co., Tulsa, 
Okla., intends to erect a ten-story, 200-apartment building 
at Nopal and Steves avenue, San Antonio, Tex. The build- 
ing will be of brick, tile, concrete and steel, and will cost 
$500,000 including the furnishings. 

T. H. Youngblood, of Fort Worth, Fla., has been 
awarded the contract on the $18,000 residence of F. V. 
Sprowls of that city. 

A. H. Higham, Salt Lake City, Utah, contractor and 
president of the Utah Association of Sanitary and Heating 
Engineers, has been awarded the plumbing contracts on 
twenty-five cottages. 

Hughes & Campbell, Wheeler, Tex., have been awarded 
the plumbing contract on the new courthouse in that 
city. 

C. N. Flagg & Co., Inc., of Meriden, Conn., have been 
awarded the plumbing and heating contracts on the new 
color and aniline buildings at the plant of S. Slater & 
Sons, Inc., at Webster, Mass. 

The Durham Plumbing Co., Durham, N. C., has been 
awarded the plumbing contract on the new city fire sta- 
tion. 

The Woodlawn Plumbing Co., of San Antonio, Tex., has 
been awarded the plumbing contract on the $49,000 apart- 
ment building being erected for A. Vernon Albaugh in 
that city. 

Alaska Plumbing and Heating Co., Portland, Ore., is 
installing plumbing in thirty-eight apartments at 195 Vista 
avenue in that city. 

Frank G. Lawton, 769° Park avenue, Providence, R. L., 
has been awarded the heating contract; and the Frank 
Dupuis Co., Inc., 599 Main street, Pawtucket, R. I., the 
plumbing contract on the new $550,000 High school at 
Cranston, R. I. 

The Palmer Plumbing Co. has started work on the con- 
struction of a two-story plumbing shop, 30x60 ft., on 
Hayward avenue, Ames, Iowa. 





| 
| 











Display of A. Boyd Thorn, Clearfield, Pa., at the Clearfield 
County Fair held recently in that city. An exceptional 
example of this type of exhibit 
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The No. 20 was instantly popular as soon as 
offered because it possesses the happy combi- 
nation of low cost with rugged construction, 
enduring finish and attractive appearance. 


The Beaton & Corbin Mf Mfg. .Co. 


SOUTHINGTON, 














RAYMOND’S 
Lead Roof Flanges 


are not CAST—but made 
from DRAWN LEAD 


No Calking Necessary 


When ordering state SIZE 
and PITCH desired 


PRICES NO HIGHER than asked for IMITATIONS 
Use No Other 


RAYMOND LEAD WORKS 
735 So. Washtenaw Ave. CHICAGO, ILL. 











ZEFINITE 


RIVAL OF THE CLOUDS 


TRADE MARK 





After nine years of service REFINITE has well earned its position 
in the water softening field, having but one rival, ““The Clouds.” 
It has scored 100% on all essential points. 


1. Refinite Mineral lasts almost indefinitely. 

2. Refinite Mineral does not produce rusty water. 

3. Refinite Mineral does not dissolve and wash away. 
4. Refinite Mineral has the greatest capacity. 


The first plants sold nine years ago and still using original mineral 
offers a guarantee no other manufacturer can approach. REFINITE 
mineral can be used in any other make of softener where the mineral 
is faulty. Write 


THE REFINITE COMPANY 


Omaha, Nebraska 




















The Combination You Are Looking For 


The WADE Cellar Drain 
Flushing Cesspool with 
Brass Back Water Gate 
Valve, meets all the re- 
quirements of health or- 
dinances. Accessible 
cleanout. Trap has deep 
water seal which protects 
against sewer gas. Posi- 
tively prevents flooded 
cellars. 

Easy to install. Makes good on any job. 


Ask for Catalog ‘‘B’”’ 


WADE IRON SANITARY MFG. co. 


551 W. FULTON STREET HICAGO 
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— a really 
Silent 
BALL COCK 

















A. F. Curtin Valve Co. 


The CURTIN Rotary 


was originated by us to meet the de- 
mand for a Ball Cock which would 
noiselessly, yet rapidly fill the tank 
under all conditions. Free passage of 
water through the ball cock is assured, 
even on low pressures, by opening the 
by-pass set screw A. 








Another big feature of this fitting is 
the new and improved compound 
leverage embodied in its construction 
which, together with its silent opera- 
tion and non-corrosive qualities, recom- 
mend it for use on all important in- 
stallations. 








Ask Your Jobber or Tank Manufacturer 


for Curtin Tank Fittings. It Pays. 










Medford Massachusetts 























The 


CLIMAX 
Cellar 


Drainer 


Catalog 





Why use uncertain and costly water-proofing of cement, 
asphalt, tar, etc., when the CLIMAX Cellar Drainer is 
so positive, dependable and inexpensive? The CLIMAX 
is usually installed in the end; why try something else 
in the beginning? 












BALTIMORE. MD. 
Pacific Coast Agents: 
Wm. P. Horn Co. 
509 Wilcox Bidg., 





Rialto Building, 
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Stoimming - Pool News 


A large concrete and tile swimming pool, 100x200 ft., 
will be constructed in Forest Park, Utica, N. Y., next 
summer, according to an announcement made recently 
by G. W. Owens, general manager of the park. 

A swimming pool will be constructed in the city park 
at Wamego, Kans. 

Excavation work has been started on the swimming pool 
to be built at Rockford, Ill. The pool will be landscaped 
like a natural lake and have a sand beach. 

Scribner, Nebr., plans to construct a municipal swim- 
ming pool, which will cost about $8,000. 

Work on the swimming pool at the city park, Barnes- 
ville, Va., was started recently. It is planned to finish 
as much of the excavation work as possible this fall so that 
the concrete work may be started in the early spring. 

A $50,000 natatorium was recently opened at Lavoye, 
Wyo., the new town in the Salt Creek oil fields. The pool 
was built by the Lavoye Water Co., and holds 200,000 
gallons of water. The building is steam heated and mod- 
erg in every respect. 

Plans for submitting a $500,000 municipal bond issue 
to Rock Island, Ill., voters, providing for public improve- 
ments which will include a swimming pool, were outlined 
recently by Mayor W. A. Rosenfield. 

Final plans for the Breakers Club, to be erected at a 
cost of $750,000, at Marine Terrace and Appian Way in 
Santa Monica, Calif., include a large swimming pool. 

An elaborate swimming pool will be included in the new 
six-story building of the Pasadena Athletic and Country 
Club in Pasadena, Calif. 

City Engineer D. L. Erickson, of Lincoln, Nebr., is draft- 
ing plans for the installation of a filtration plant at the 
municipal swimming pool there. The pool is operated in 
connection with the park plant, and $15,000 has been 
appropriated for the work, including housing. It is 
expected to have the plant in operation before the open- 
ing of the 1926 swimming season. 

The Wyoming Amusement Park, Inc., Yazoo City, Miss., 
of which R. W. Hector is president, will have a swimming 
pool constructed. 

The board of commissioners of Sarasota County, Sara- 
sota, Fla., will erect a detention home to accommodate 
150, and will have a swimming pool constructed. 

R. W. Otter, of Sanford, Fla., is planning the construc- 
tion of an amusement center, to include a swimming pool. 

Excavation for the new gymnasium addition at Cham- 
paign, Ill., has been started. Two swimming pools will 
be located on the second floor. One pool will measure 
32x75 ft. and the depth will range from 7% to 8 ft. This 
pool will be for Varsity swimmers. The second pool will 
measure 27x43 ft. and will be 4% ft. in depth. It will 
be for the use of beginners. 

Plans for a swimming pool in the ‘‘Hollywood in the 
Pines’’ Hotel, Fort Myers, Fla., have been announced. 





ASKS APPOINTMENT OF HEATING INSPECTOR 


The building commission of Hartford, Conn., has voted 
to ask the city council of that city to create the position 
of heating inspector at an annual salary of not les than 
$2,500. In addition to overseeing construction of heat- 
ing apparatus in new buildings, he would also look after 





San Francisco, Cal. Los Angeles Cal. 


L. C. Smith Building, Seattle, Wash. 














inspections which are not at present covered by state 
inspectors, as well as have general oversight over the 
heating apparatus in all city buildings. 
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The State University of Iowa, Iowa City, Iowa, is consid- 
ering a million dollar building program that will include 
a central heating plant for the entire university. 

At a recent meeting of citizens in Port Angeles, Wash., 
plans were discussed for a central heating plant for the 
Roosevelt high school in that city. 

Improvements have recently been completed on the cen- 
tral heating plant, of Dickinson, N. Dak., at a cost of 
approximately $50,000. New steam mains were added 
and all old mains have been replaced. 

C. W. May, of Tacoma, Wash., is now superintending 
the installation of the new central heating plant at Ryder- 
wood, Wash. 

The Pasadena city schools, Pasadena, Calif., have let 
the contract for the construction of a central heating plant 
at 515 West Washington street. 

County Commissioners of Boone County, Boone, Iowa, 
are taking bids on the erection of a combined central heating 
and boiler plant and laundry at Boone County Hospital. 
Charles Otis is chairman. 

A central steam heating system will probably be con- 
structed in Perry, N. Y. The system as planned would 
render steam heat service to churches, business places, 
and the town hall and public library. 





TO IMPROVE WATER SUPPLY 


Voters of Marin County, Calif., are considering the 
issuance of $1,500,000 worth of bonds for the purpose of 
improving and adding to the present water supply system 
so that 50,000,000 gallons per day will be assured in the 
future. The water consumption of Marin County is now 
what engineers figured it would be in 1915. It is predicted 
that the bond issue will carry by a large majority as 
the water shortage is very acute in the dry season. The 
Marin County Master Plumbers’ Association is working 
hard to effect the passage of the issue, as are the Chambers 
of Commerce in the different towns in the county. 





The Auto Hotels Corporation of Los Angeles, Calif., will 
start to build in Portland, Ore., in the near future. The 
structure will be a large garage and storage establishment 
to cost between $150,000 and $200,000. J. M. Eaton, 
secretary of the concern, was recently in Portland select- 
ing a site. Tentative plans of this company include also 
similar buildings in Seattle, Wash., and in Vancouver, 
3B. ©. 

















N. H. and W. J. sales 


Moore, 
representative of Geo. E. Trudel Co., Manchester, N. H.—F rom 
“Domestic Engineering” photograph 


George Francour, Laconia, 
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Do the job RIGHT 
by using SMOOTH -ON No.3 


at the start ! 





AKING- 
threaded 
joints. with oil, 
paint or the first 
thing handy is 
bad business, 
because joint 
fillers are a little 
like cylinder lu- 
bricants — 
the bad actors 
always show up, 
but only after causing damage, expense, and 
annoyance. 





At a cost of one-fourth to one-half cent per 
joint more, Smooth-On No. 3 offers perfect 
tightness for life on any steam, water, gas, 
air, oil or gasoline line. That small pre- 
mium is the first, last and only expense for 
future care-free service. 


With such thorough protection available 
at so low a cost, you cannot afford to take 
chances. Put Smooth-On No. 3 into every 
threaded and gasketed joint and you will 
have stopped the leak nuisance before it 
can start. 


Get your Smooth-On No. 3 in 
. I or 5-lb. can from your nearest 
dealer or if necessary from us. 


THE SMOOTH-ON 
‘HANDBOOK FREE 


if you return the coupon 


Twentieth Edition—Completely re- 
written—136 pages of new data—193 
diagrams, pictures and practical hints 
on at least 200 different uses for 
SMOOTH-ON. Every progressive en- 
gineer should have this book — get 
your copy now. 











"i tie aaa ae 


SmootH-ON Mere. Co., 
Dept. 12, 570 Communipaw Ave., Jersey City, N. J. 


| 

4 

a 

: Please send copy of the Smooru-On Handbook, 2oth Edition. 
l Name............ 

| 

J PENS 53 PD Sree ara rate, eh Ra 

a 
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HAYDENVILLE <> HYDRANTS 


GARAGE AND LAWN 


Manufactured under the reliable Lewis Patents 


What is a Garage without a Hayden- 
ville Anti-Freeze Hydrant? These are 
made in compression and self-closing 
types with positive action Duplex Stop 


Valves, and for iron pipe connection. 


Here is the plumbers’ harvest. How 
many garages in your vicinity are 
without water? Every one now a pros- 


7 





Every residence with spacious lawns 
will welcome this improved Lawn 
Hydrant, with its many serviceable 
features. 


Sets out of sight below grade of lawn 
so that the mowing machine passes 
over it without contact or injury to 


pect. either. 


The outlet box protects the working 


Now that danger of freezing can be Bes : 
parts from injury or becoming clogged 














eliminated by the installation of a ; : pe . 
Haydenville Hydrant, why not make with dirt and positive service always 
4 this a part of your sales effort? assured. It will not freeze. 
Fig. 666 Fig. 662 


Fig. 668 


Write us for detailed catalog. Sold by jobbers everywhere. 


THE HAYDENVILLE COMPANY, Haydenville, Mass. 








The PENN 
Vise Post and 


Over 2,000,000 in Use 


rung hada qua he Hessler Pipe Bender 

and = — it Adjustable Pays for Itself 

is no wonder they are so 

popular with plumbers. Roof F lange Every 60 Days 
Easily Handled= 


Put up in ten minutes 
time without helper. No 
hot lead, oakum or putty. 
No tools needed except 
ahammer, yet the Hessler 
Flange will last as long 
as the building. 


Made in six sizes, in gal- 
vanized and copper. 
Reasonably priced. If 
your jobber cannot sup- 
ply you, we can. 


Made in two sizes 


If your jobber does 

not have it, write us 

and give us his name, 

or we can supply 
you direct. 


ddid NOU! 


O 


Made by 


PENN 
Engineering Co 


Reading - Pa. 


H. E. Hessler Co. 
Syracuse, N.Y. 











Mention Domestic ENGINEERING when writing advertisers. 
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WHAT’S WRONG WITH THIS STORY? 

Motorist (to pedestrian who is standing in middle of street 
stretching his neck to see the top of a tall building): “T 
would take it as a favor, sir, if you would stand to one side 
just for a moment to allow me to pass.” 

Pedestrian (promptly standing aside): 


“T beg your pardon, 
indeed. I am so careless about obstructing the roadway.” 
*Answer at bottom of column. 


A NEW VERSION OF “THE BOY AND THE DYKE” 
Said my wife, “A pipe ts leaking, 

And the wall ts badly streaking, 

Don’t you think that you had better call a plumber?” 
“No, I'll fix the thing,’ I told her, 
—I’ve a tendency to scold her— 

For I let the plumber’s bill disturb my 
Now I’ve played the “boy and dyke” 
How I pity that poor tyke, 

As I hold the leak, my hand grows numb and number. 
And I think the piumber will 
Merit any size of bill, 

Of the two of us, I think I am the dumber. 

L. N. O’F., San Diego, Calif. 


slumber. 


SHIP AHOY! 

He’s an old salt. Meeting him the other day, we got to 
talking about the war days. He told this one: 

The rookie was doing his turn in the crow’s nest for the 
first time. On an early watch, just a few hours out of 
Hoboken, the rookie climbed up to the dizzy crow’s nest. 
His blood tingled with excitement as he scanned the horizon 
far and near for sight of something. At last he was re- 
warded. Off the starboard side he spied a merchant vessel 
wending its way to port. He bellowed out, “Ship ahoy!” 

Down on the deck an old sea-going Jimmy Legs (master at 
arms) was on watch. “Where away!” the rookie heard from 
the deck. 

Right there everything he 
“Where away?” he thought to himself. 
answer—Oh, yes. 

“Far, far away,” he cried from his perch. 

It took two hours to revive the Jimmy Legs. 

OAK PARK 


had learned left the rookie. 
“How the heck do I 


PATSY. 


PLUMBING NURSERY RHYMES 
Sing a song of six-pence, pocket full of rye, 
Four and twenty tons of ore baked in a pie, 
When the pie was opened, the metal had become, 
Y’s and L’s and T’s and lengths 
Of pipe te dum te dum. 


Will someone please finish that last line? We couldn't. 


“SY” SEZ 
First Egg: Think of those Spaniards going 2,000 miles ona 
galleon. 
Second Egg: Aw, forget it. 
about them foreign cars. 


You can’t believe all you hear 


The ordinary strap hanger has a complaint of long standing. 
“SY” MARTIN, Owensboro, Ky. 


FIFTY-FIFTY 
Captain: “If anything moves, shoot.” 
Sentry: “Yessah; an’ if anything shoots, Ah moves.” 


K. B., Illinois. 





EPITAPH 
"Way up on high, mid twinkling stars, 
Is jovial Albert Shaw. 
He carried his joking much too far, 
And spoofed his mother-in-law. 
F. A. W., San Francisco. 


WITH THIS STORY?” 
L Y T. 


ANSWER TO “WHAT’S WRONG 
The censorship. 
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No Roof Is 
Superior to 
Its Flange— 


Therefore, some PLUMBER is 
the father of every leaky roof. 


The Bullard Roof Flange 


is acknowledged as the only PERFECT FLANGE by 
busy men who have made satisfying installations. 


THE BULLARD SPECIALTY CO. - Tiffin, Ohio 





bh O4444.4444444444444464464 











There’s more profit in 
a SANITARY fixture 


Replacements of old unsanitary fixtures form a 
sound source of profit. But if you recommend 
HALSEY TAYLOR fountains or heads you se- 
cure an added profit because of the customer's 
satisfaction. modern, hygienic drinking 
fountains are the only fountains made that have 
AUTOMATIC STREAM CONTROL and two- 
stream projector. Write! 


The Halsey W. Taylor Co. 
Warren, Ohio 

HALSEY frien 

AP A y 

TAY LOR DRINKING FOUNTAINS 















Sell a JOHNSON 
GAS LIGHTER S2w 
with Every Heater : 


and install one on heaters now in 
use. It’s easy when your cus- 
tomers see how many steps and 
how much gas these handy 
lighters save. They are guaran- 
teed safe and fool-proof. Ap- 
proved by the Underwriters. 
Order from your jobber NOW. 


Johnson- Murphy Co. 


10226 Woodward Ave. 





.. = 
SASSY 
—$—————————— 
Raising RED-RING 


to hook on wall plate 
upstairs lights heater 











in b . 

ping ED RING 

shuts off gas. POSI- DETROIT, MICH. 
T TION 








The Perfect 


Low Pressure System 


The Adsco Regulator at the 
boiler or steam supply and the 
Adsco Packless Graduated and 
& Calibrated Valve at each radia- 
tor means about 25% fuel 
saving because you 
can operate on 
lowest possible 
pressure and use 
only that portion of 



























radiator required. 
AMERICAN DISTRICT STEAM COMPANY 
Nowra ToNawaNba.N: ¥ 
Offices: New York Chicago Seattle 





DSCO HEATING 
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The Genuine 
(QUICK PRESSION 


_ ° 


Koniereeeraces 
Sink Fixture 
Original CENTRAL Design 

Easy to Install 
CENTRAL Quality-Inside and Out 


L 
13/ Your 


BRASS és 
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A Fire Pot Built Likea Battleship— 
“DETROIT” No. 50 


The kind that will not only stand plenty of use, but 
actual abuse, and still continue to function in the way 
that all fire pots should and many don’t. You’ll like 
the easy cleaning feature, too. 


DETROIT TORCH & MFG. CO. 
DETROIT 33 83 MICHIGAN 
New York Office: 45 Warren St.; Canadian Rep. George P. Fraser, “wh 





Tyndale, Toronto; Kettman & "Ten Eyck Sales Co., 5131 E. Sth St. 
Los Angeles, Calif. 














New style generator 
which can be re- 
moved for cleaning 
without dismantling 
the entire fire pot. 











Write for 
Catalog ‘‘H’’ 
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Bath a Day Movement 


Add one! Bay City, Mich., is the latest city to be added to 
the growing number whose schools are using “The Story of the 
Bath” as supplementary reading. 
Prompt action by Bert Lindebaum, of 
5S 6 the Bay City Association of Plumbing 

and Heating Dealers, following two 

inquiries received from teachers in 

Bay City schools, resulted in this 

action. How about your city? We 
may have referred an inquiry from your own school people. 
Even if they haven’t inquired, they'll be interested. Ask for a 
copy of “The Story of the Bath’ and hand it to your school 
superintendent, with the statement that 156 cities and towns are 
now using it. 


Discussions will no doubt turn upon the subject 

of how the association may best serve its mem- 
bers. The question of co-operative advertising will, per- 
haps, be taken up. 

If the association does carry co-operative advertising, 
no better ‘follow up’ can be devised for its campaign 
than the distribution of educational material such as is 
represented by “‘The Story of the Bath.” The newspaper 
advertising, having accomplished its task of calling at- 
tention to the association’s work, ought to be followed 
by a bit of literature of a more permanent nature. 

If the association does not carry co-operative advertis- 
ing, “The Story of the Bath” will form an inexpensive 
way of reaching a large section of the city. It has the ad- 
ditional advantage, where it goes into the schools, of being 
thoroughly studied. As one teacher wrote: “The chil- 
dren certainly talked of it in the home, judging from re- 
marks I have heard and from requests to take the booklet 
home over night.” 

You cannot over-rate the influence of the child in the 
standards of living observed in the home. If you can 
get your message of better health through more fre- 
quent bathing to the child, you may be sure that that 
message will have its effect in the home. Education 
must precede selling under modern conditions. 


\ SSOCIATION meetings are once more in full swing. 





CITY PLUMBING INSPECTOR INSTRUCTING CLASS 


_F. E. Melker, city plumbing inspector, of Lincoln, Nebr., 
recently started work as an instructor of a plumbing class 
numbering twenty-five, in one of the city’s Smith-Hughes 
night schools. The class is made up of journeymen and 
plumbers’ helpers. It meets three nights a week one week, 
and two nights the next, the arrangement having been 
made to permit the men to attend union meetings. 

The shop where the men do their work is well equip- 
ped and the work is carried on along practical lines, Mr. 
Melker teaching only such subjects as plumbers are 
likely to meet in their every day work, but on which 
they may feel a need of more efficient training. A number 
of the men are taking other studies in connection with the 
plumbing. 

Included in the latter part of the program is a series 
of lectures by plumbing experts in the vocational school 
at the University of Nebraska. 

Both the master plumber and the plumbers’ union of 
Lincoln are endeavoring to persuade the board of re- 


| gents at the university to include plumbing as a course 


in the vocational education program. It has not been 
carried as a course since the virtual abandonment of 
vocational training for ex-service men in the Nebraska 


| school. 











November 14, 1925 DOMESTIC ENGINEERING 91 


a 
ge i ¢ oe 
t a 

- 










“KEROSENE WATER HEATERS 


for your customers. They will save their owners money. 
' “Holyoke” Kerosene Water Heaters are compact, 
simple to operate and heat the water quickly. Kerosene 
is a clean, cheap fuel. 


Let us give you more details. Write today! ee 
HOLYOKE HEATER CO. 


>. HOLYOKE, MASS. 
Sd 46 VU. S.A. 





















Here’s a Typical 


CABCO 


Dual Installation 


CABCO GAS STEAM 
RADIATOR 


Which 
Insures 











CABCO GAS STEAM | 
RADIATOR 


























Instant Heat _— 
It’s Here In Any Room “FOR 
A Thoroughly Dependable Regardless of || BULLETIN 
ee Boiler Steam No. 11 
High in Copper Content, cal 
making a closer grain ~ 
metal, unusually heavy, Connected directly to the regular heating system, 
preventing sand holes and CABCO Gas Steam Radiators save a remarkable 
splitting in installing. amount of fuel in mild weather and are always on 
All fittings branded P. B. F. the job with quick heat when and where it is 
We stand behind them. most needed. In winter they function exactly 
the same as a standard steam radiator. , Full 
Look for the Brand. details gladly furnished. 
PHoENIx Brass Founpry | CABCO IRON WORKS, Gowanda, N. Y. 


Irvington, N. J. 
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Mention Domestic ENGINEERING when writing advertisers. 
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The KE4raIt Tank 
Cal 


Only 39]bs. iif 


A QUICKER , EASIER JOB 


1H AT’S the secret of 

Delanyite Tank in- 
stallation. It is not a 
two-man job or a strong- 
man act. Only 39 pounds 
to lift and the job is com- 
pleted in a few minutes 
without trouble. 


But that’s not the only 
reason for installing 
Delanyite Tanks. Their 
celluloid finish lasts; their 
years of service are trou- 
ble-proof; they are de- 
pendable—all at no 
greater cost. That’s why 
particular people specify 
Delanyite Tanks. 


Zt) 
yw 
- (@) 


ne & Delany 


gf ft. 


“BROOKIYN —— NX 





Makers of 
THE HIDDEN STEEL SCREW SEAT 


THE DELANY FITTINGS FOR LOW TANKS 
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ERE is a picture of a man who 
H knows a good thing when he 

sees it, and makes use of it. One of our men, on 
a trip through Michigan, saw in the window of W. B. 
Rynearson, of Buchanan, Mich., a blackboard with an 
epigram from “Domestic Engineering.”’ 

Bright and early every morning, Mr. Rynearson puts 
up the epigram for the day. In spite of the fact that he 
is not on a main thoroughfare, Mr. Rynearson says that 
his epigrams get themselves read. In fact, there are 
people in Buchanan who walk two blocks to read them. 

You will notice how Mr. Rynearson sets up his epi- 
grams. A board and a set of letters of that kind may be 


seeured at very little expense. It makes an easy-to-read 
presentation. 

There is no time like the present. Get a blackboard 
and a piece of chalk today, or if you feel that you want a 
more convenient display, try Mr. Rynearson’s idea and 


invest in a board and a set of letters. Here are seven 


good ones to start you: 


If you are going to sea, ship with a wreckless captain. 
oe 7 ” 


One way to get rich quick is to make haste slowly. 
Ea * * 


The homelier a girl is the more help she is to her mother. 
- oe * 


Don’t judge the cigars a man smokes by those he gives 


* * * 


The short lie often casts a long shadow. 
ce a * 


Wise men never waste their time answering prating 


| fools. 


* * + 


He who lives by his wits alone is the pawnbroker’s best 
customer. 





















HEGGIE-SIMPLEX 


] FORMERLY SIMPLEX | 
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Why the Grate Brackets are Individual 


N every Heggie-Simplex Boiler, both grates and grate brack- 
ets are of the finest gray iron—and every grate rests upon 
its own individual brackets. 
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The Heggie-Simplex Boiler 
combines in one portable, elec- 
tric- welded steel unit all the 

d adv of both 
firebox and return tubular, 
double pass boilers. It has four 
distinctive features of funda- 


We might more easily have followed the usual practice of ue 
using side bearing bars, and profited financially. But the in- 








mental importance: 


1. Extra large firebox and 
direct heating surface. 

5 S ion 
pee seauevidieeate 
ple room for complete 
combustion before en- 
tering flues. 

3. “Rear-front-rear’” pas- 
sage for the gases. 

4. Asingle, unimpeded, 
freely circulating body 
of water. 

Made in both smokeless and 
direct draft types and in a 
complete range of sizes for 

idences and all 








larger installations. 


dividual grate brackets in the Heggie-Simplex Boiler permit of / 


better adjustment and allow easier, smoother grate action un- 
der various conditions of contraction and expansion; simplify 
grate replacement, and eliminate the expense and incon- 
venience of warping and breakage of side bars. 


To the last detail, the Heggie-Simplex Boiler is designed and maufac- 
tured with this same care for the user’s convenience. The single unit- 
construction of electric-welded steel simplifies installation. All flues 
are cleaned from the front. The fire door and ash pit door are large 
and conveniently placed. There are wash-out plugs at all four corners, 
a clean-out door at the rear of the base, as well as two in the smokebox. 


From the day you install your Heggie-Simplex this policy assures you 
of maximum heating efficiency, fuel economy, durability and conven- 
ience—uninterrupted satisfaction. 


HEGGIE-SIMPLEX BOILER COMPANY, Joliet, Illinois 


Representatives in 


Representatives in 






















Akron Charlotte Denver a) Joliet New York San Antonio 
Sanagongee Chattanooga _ Detroit ~ ELECTRIC-WELDED Kan. City, Mo. Okla. City Schenectady ¢ 
Atlanta. Cincinnati = Blmice isthe  Palladeiphia Speresabers 
1 
| Smee oeuvres El Paso HEGGIE’ SIMPLEX Memphis — Pittsburgh St. Louis 
— = oon” — STEEL BOILERS cade” = fedtaw Tae 
Casper Dayton Jacksonville New Orleans Rockford Tulsa 





Just look up “Heggie-Simplex Boiler Co.” in the phone book in any of the above cities for representative’s number and address 
































The Right Nipple 
For Every Purpose 


should have clean, sharp threads; 
beveled and reamed ends; abso- 
lute uniformity of size, and be 
made of Genuine Wrought Iron. 


Daley Ss 


You can be assured of all these 
qualities in a Reading Wrought 
Iron Nipple, easily recognized at 
a glance by a distinctive knurled 
band of diamond design. 








When you use Reading Genuine 
Wrought Iron Pipe complete the 
job with “the little things” that 
count big. 





READING [RON COMPANY 
READING, PA. 
World’s Largest Makers of Genuine Wrought Iron Pipe 
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PATENTS 


Heating Department 


1,557,895. Reamer. Michael L. Sutton and Donald 
Heyer, Hollywood, Calif. An expanding reamer, includ- 
ing a longitudinally slotted holder having an intermediate 
transverse wall in each slot, cutter blades disposed in the 
slots of the holder and having inner inclined faces and 
outer beveled ends, the intermediate portion of the inner 
edge of each cutter blade having an elongated recess re- 
ceiving a transverse wall therein and by which the blade 


se 
By Cia 


? = a 
LZ 
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“7 
1,557,895. 


is positively guided in its radial movements, means en- 
gaged on the ends of the holder and engaging with said 
beveled ends of the cutter blades, a tapered spreader bar 
movable within the holder and engaged with the inclined 
faces of the cutter blades at opposite ends of the said re- 
cesses, and a nut engaged on one end of the spreader bar 
and bearing against the adjacent end of the holder for 
moving the bar to adjust the blades through the slots of 
the holder, said nut being retained in position by one of 
said holder engaged means. 
a * * 

1,557,954. Oil Burner. Roy E. Wood, Syracuse, Nebr. 
An oil burner of the character described comprising a 
horizontal generator plate, having upwardly extending 
conical projections, a vaporizing chamber associated with 
said generator plate for vaporizing liquid fuel, a distrib- 
uter cap forming one end of said chamber for distributing 
said vaporized fuel over said generator plate, air passages 
having heat absorbing fins disposed above said generator 
plate for pre-heating and conducting air to said generator 
plate adjacent to said distributor cap, whereby said vapor 








may be consumed by combustion in the region of the 
generator plate, and whereby the generator plate may 
thus become incandescent to further insure vaporization 
in said chamber, said air conducting passage having auxil- 
iary passages associated therewith for conducting heated 
air toward the outermost regions of said generator plate, 
remote from that region occupied by said vaporizing 
chamber. ; 
+ * * 

1,557,997. Humidity Pan. Warren John Erickson, 
Chicago, Ill. The combination with a heating radiator, 
of a humidity pan, a supply pipe in said pan having con- 
nection with the outlet end of the radiator to permit 
water and air to flow from the radiator into the pan, a 
trap formed in said pipe to prevent the return of air into 
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) Foaming 
S } OP Priming 
Surging 


M-G Boiler Cleaning Compound 


Each particle of M-G Boiler Cleaning - 
Compound absorbs its own weight in 
oil, grease, or other impurities. The 
used compound containing these im- 
purities is easily drained off through 
the draw-off valve. 


Easy to use—contains no ingredients 
that will harm boiler metal. Guaran- 
teed to give satisfaction. 


A Steady Water-Line 
Or you don’t pay for it 


Marine-Galligan Co. 


1822 Ludlow Street - Philadelphia, Pa. 


Manufacturers of 


M-G Vapor and Vacuum Specialties 
M-G Boiler Cleaning Compound 
M-G Mending Liquid 


Your jobber 
can supply 
you 
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= Water 
w_ Softeners 


Outselling All Others 


Twin City was the first to 
build a Water Softener to 
fit the average man’s purse. 
The result is a volume busi- 
ness that permits a lower. 
price than any other Soft- 
ener of equal capacity. 





Twin City is outselling all 
other Softeners. It has 
high capacity, high quality 
(Armco Iron tanks), low 
price, simplicity of opera- 
tion, and guaranteed per- 
formance. These features 
make selling easy. 





Besides these, there is a & 
mighty good discount to 
dealers. Get it today. 


Seven Sizes— 
$47.50 to $400.00 


TWIN CITY WATER SOFTENER CO., St. Paul, Minn. 
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Don't BeContent | 


With Ordinary Roof Flashings 


Specify and Use 
the Reliable 


“SIMPLEX” 


Made in 
All Lead—Copper —Galvanized 
Iron 


Every Flashing Adjustable 
Every Flashing Perfect 


Manufactured only by 


SIMPLEX MFG.COMPANY, 213 W.Austin Ave., Chicago 


aoe oe Wilson, Direct Factory Representative 
: - 42nd St., New York City 











THE GLEOCKLE 


Wrought Iron Adjustable 


RADIATOR BRACKET 
for wall and column radiation 


Used in buildings where 
the best equipment through- 
out is specified. 


Write for Booklet 


A. F. GLEOCKLE, JR. 


415 Bay Street, ROCHESTER, N.Y. 
Patented Our catalog, page 440 Domestic Engineering Catalog Directory 











Recommended for Best Results 





Made with heavy brass shells and bottoms. 
Shells re-inforced inside. Bottoms funnel-shaped 
to permit prompt re-filli Be ns a3 Cy 
waste of gasoline. Fitted with 'NEVER- 
” pump, which has ya ey Also 
fitted with patented improved burners which give 
perfect results. Burners have improved wire 
wheel handle, and patented = PIECE 
ADJUSTABLE” soldering iron 


Tanks are highly polished and canes 
Also a full line of plumbers’ tools. 
Jobbers supply at factory prices. 








OTTO BERNZ CO., INC., Newark, N. J. 
Offices in New York City, Chicago, Fort 
Worth, Denver, Helena, Mont., San Francisco, 
Los Angeles, Seattle and St. Thomas, Ont. 


Covered by Patents 
**Always Reliable’ 
No. 57 Qt., No.58 Pt. 


















“‘KRIEBEL”’ 
VACUUM RADIATOR 
AIR VALVE 

Lets the air out 
FREELY 
Keeps it OUT 
It’s Good, Try It! 


H. K. KRIEBEL 

253 E. Upsal St. 

) philadelphia, Pa. 
Pat. Pend. 
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the radiator, a float valve structure for controlling the 
flow of water and air from the pipe into the pan, and 
an automatically operated safety valve structure for fur- 








ther controlling the flow of air and water from the pipe 
into the pan. 
* we + 

1,558,093. Automatic Shut-off Valve. Wayburn E. 
Johnston, Minneapolis, Minn. An automatic shut-off valve 
for fluid comprising a body having a fluid passage there- 
through, a check valve at one side of said passage adapted 
to seat on an excessive flow of fluid, and a manually 
movable valve at the other side of said passage adapted 
to close said passage, said valve having means thereon 
fitting said passage substantially to close the same, and 
means carried by said first mentioned means extending 
through said passage for engaging said check valve when 
closed to open the same before said valve seats. 





8 
1,558,148. 





1,558,093. 


1,558,148. Oil Burner. Mylan Demyanovich, New York, 
N. Y., assignor of one-half to Giovacchino Pieri, New York, 
N. Y. An oil burner unit comprising a hollow body mem- 
ber having a mixing chamber therein with air and gasified 
fuel inlets leading to said mixing chamber, a float valve 
associated with said gasified fuel inlet, an enlarged de- 
flector head spaced from said body member to provide a 
laterally directed outlet passageway communicating with 
said mixing chamber, a plurality of baffle members being 
located in said outlet passageway to split up the jet of 
fuel into fan-shaped component parts and a draft washer 
underlying said passageway having openings communicat- 
ing between its opposite side faces to supply supplemen- 
tary air to the sheet of flame which issues between the 
deflector head and the draft washer. 

* s s 

1,557,493. Liquid-Fuel Burner. Lee G. Daniels, Rock- 
ford, Ill. In combination, a liquid fuel burner of the 
character described comprising a burner bowl having 
downwardly converging sides and a burner cone interposed 
centrally therebetween, an air supply casing disposed 
above and extending diametrically across the burner for 
delivering air down onto the latter, the casing having 
comparatively flat parallel lower sides, the burner bowl 
and casing defining a combustion chamber from which the 
flames issue through the open top outlet of the burner 
bowl at each side of the casing, and means supplemental 
to the casing for restricting and varying the area of said 
open top at each side of the combustion chamber com- 
prising a bar adapted to rest at its ends on the top of 
the burner bowl. 
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_ 1,658,330. Valve for Radiators. James Garfield Bain, 
Helena, Mont. In a device of the class described, a valve 
casing including an inlet member and an outlet member, 
a sleeve mounted in the casing, in vertical alignment with 
the inlet member, a valve member within the sleeve and 
including a tubular element, a stem threaded into said 
tubular element for reciprocating the valve member, said 

















id 1.557 493. 1,558,330. 
sleeve having circumferentially arranged ports of different 
sizes, the casing being grooved vertically at points having 
predetermined relation to the ports, means adapted to 
enter any of the grooves for retaining the sleeve in posi- 
tion for centering any port thereof in alignment with the 
outlet member, and guiding means between the valve 
member and the sleeve. 
* » * 

1,557,488. Method and Apparatus for Controlling the 
Siphon in Liquid Fuel-Burning Systems. Leport R. Van 
Sant, Peoria, Ill. In a liquid fuel burning system includ- 
ing a fuel containing reservoir,.a burner, a pump and fuel 
lines between the reservoir and burner, of a controlling 








means connected with the tuel line between the pump 
and reservoir and in communication with an air supply, 
said controlling means being arranged to automatically 
drain itself of fuel on the cessation of the pump and to 
replace the fuel with air from the air supply, and adapted 
20kg, 





Proea-ely 


1,558,293. 


to receive fuel on the operation of the pump to displace 
the air and create a siphonic action in the fuel lines. 
* * a 
1,558,293. Steam-Accumulator Apparatus for Steam 
Plants. Johannes Ruths, Djursholm, Sweden, assignor to 
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get your share of the 
sprinkler installation 
profits in your locality 
—using yourown Pipe, 
your own men and 


C.S. B. 


Approved 


SPRINKLER 
HEADS 


We can furnish these Sprink- 
ler Heads in any quantity, 
together with Alarm Valves, 
Dry Valves, Retarding Cham- 
bers, Circuit Closers and any 
other fittings that you may 
need. Better keep a stock on 
hand for replacements after 
a fire. 





C. S. B. SPRINKLER CO. 
54 Batterymarch Street zs Boston, Mass. 


Factory: Laconia, New Hampshire 
Canadian Representatives: L. E. MOULIN CO., INC. 
142 Inspector Street 83 ts Montreal, Canada 





























CLE-BAR water nesters 


are simple to erect, good for any water pres- 
sure and furnish an ample supply of clean, 
hot water in the most economical manner. 
Made in five sizes to suit all requirements. 


CLEGHORN COMPANY 
54 BATTERYMARCH ST. - - BOSTON, MASS, 
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Aktiebolaget Vaporackumulator, Stockholm, Sweden, a 
Corporation. In a steam plant, in combination, a steam 
generator, a steam conduit system connected therewith, 
an accumulator and a plurality of steam consumers in said 
conduit system, a main conduit in said conduit system, a 
secondary conduit in said conduit system having a lower 
pressure than in said main conduit, a connection adapted 
to receive steam from said secondary conduit, means to 
pass steam from said connection to said accumulator, a 
third conduit in said conduit system, having a pressure 
different than that in the aforementioned conduits, means 
in said connection to control the flow of steam there- 
through responsive to the pressure in said third conduit. 


Plumbing Department 


1,557,808. Compression Shampoo Fixture. William 
Bird Dale, Winnetka, Ill., assignor to Street & Kent Mfg. 
Co., Chicago, Ill., a Corporation of Illinois. In a shampoo 








fixture, compression basin cocks for hot and cold water 
supply, bypasses therein, nipples connected to said 
bypasses, elbow valves thereon, a spray connection be- 
tween said elbow valves, and angularly disposed valve 
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stems for said elbow valves aligned with the valve stems 
of said basin cocks. 
* s * 

1,557,193. Pumping Apparatus. George A. Buvinger 
and Clarence Warner, Dayton, Ohio, assignors to Delco- 
Light Company, Dayton, Ohio, a corporation of Delaware. 
Pumping apparatus comprising, in combination, a trans- 
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mission housing including a frame having vertically 
aligned bearings in its upper and lower walls; a motor 
mounted on said frame and including a shaft journalled 
in said bearings; a pump mounted on said frame; and 
mechanism in said housing for connecting the pump with 


the motor shaft. 
* * * 


Soldering Compound. John C. Shotton, 
A soldering compound including a de- 


1,557,348. 
Lakewood, Ohio. 




















SPEED 


Backed by years of continuous 
service is the record of ‘B& K’ 
Pipe Threading Machines. 
Fifteen to twenty years of use 
without repairs is a frequent 
report. 


Thread it today on a ‘B& K’ 
BIGNALL & KEELER MACHINE WORKS 


PEERLESS of the N. O. Nelson Mfg. Co. PEERLESS 
EDWARDSVILLE, ILL. Ff o 


ay "Yo 
Qé 


























Lion Brand Seats 


are made of thoroughly seasoned hard wood, 
doweled front and back, finished with a good grade 
of moisture-proof varnish and fitted with heavy 
nickel-plated hinges. Each seat is packed in a 
corrugated paper carton for convenience in handling. 


Your Jobber 
Has Them 






THE OLMSTEAD- THOMSON 
MANUFACTURING CO. 


New Britain - - . Connecticut 
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composable product of a metal, said product being adapted 
‘to be fused and dissociated by heat to leave the metal 
residues, at a temperature below the melting point of 
the metal. 
ee ee 

1,557,630. Flushing Valve. Burchard Thoens, New 
York, N. Y. In a flushing valve, in combination, a casing 
having inlet and outlet openings, a valve head controlling 
the outlet opening, means for unseating said valve head, 






VOCCACOLLILL?. 
KSA) 


and means adjacent the valve head extending in close 

proximity to the casing to form a restricted passage when 

the valve is open, whereby an excess of pressure is built 

up on one side of said valve head, said valve head being 

adapted to be automatically closed by said excess pressure. 
*” * * 

1,557,919. Water Closet Chair. Eugene A. Zundel, 
Sheboygan, Wis., assignor to Crocker Chair Company, 
Sheboygan, Wis., a Corporation of Wisconsin. A water 
closet chair comprising a chair frame with open front 
adapted to extend around the sides and back of a water 
closet bowl and provided with a chair back and with side 
members having no cross connection at the front, a closet 
seat hinged to the frame and adapted to rest on the side 
members, interlocking connections between the closet seat 
and the side members to prevent the side members from 
spreading, and a chair seat hinged on the frame and form- 
ing a cover for the closet seat in a closed position and 
bearing on the chair back in an open position. 























1,557,919. ‘1,557,966. 


1,557,966. Guide Clamp for Plumbers’ Testing Plugs. 
Otto Benshadle, Buffalo, N. Y. In combination, a ring 
having a plurality of reinforced threaded openings, screws 
in the openings for engagement with a pipe section, a 
U-shaped yoke having its ends fixed to the ring and its 
intermediate portion enlarged at its center and provided 
with an opening having a beveled edge, and a cone-shaped 
filling plug for association with the pipe section with 














DOMESTIC ENGINEERING 





The STINSON Patent Equalizing Valve 


A system designed to prevent Water Hammer and any reaction 
in the water supply system in the building. If properly installed, 
the Stinson Equalizing Valve is guaranteed to completely and 
a femove any vibration in water pressure systems of 


The Valve is made in sizes as conditions require. 

Stock sizes: 14% and 2 inch. 

1 inch will take care of from } inch to 2 inch supply. 

2 inch will take care of from 2 inch up to 4 inch supply. 


Send rough sketch of piping in basement and I will advise you the 
proper place to install the equalizer. 


Robert Stinson, 216 Market Street, Pittsburgh, Pa. 


WILHELMI and MODERN 
Copper Range Boilers 


IMPROVED IMPROVED 


Unexcelled in design, mates [aq 
rial and wekeanabi, tartar 
Interior thoroughly tinned. 


No iron used in construc- 
tion. 


Guaranteed against col- 


pse 

Always satisfactory. You 
can oie install thom on 
your best jobs. 


Order from your Jobber. Made by 
Hayes Manufacturing Co. 


Paterson, N. J. 





TORS SSROOIOK HOKSOKEK OSHS 





When you need 


Soldering Flux, 


Try Yager’s. 
¥% Ib., 1 Ib. and 5 Ib. 


Your dealer will supply you or 
ra write us and ask for Free samples 


ALEXR.BENSONCO.,INC., HUDSON, N.Y. 


For list of distributors see 1924 McRae Blue Book 
Sales Agency for Canada: Canadian General Electri¢ Co., Ltd., Toronte & Montreal 


| SOLDERING 
| LG SALTS WY 
4 Phe | 














A range boiler job isn’t 
finished until it’s insulated 


ASBESTOS 
TANK JACKETS 


Show the home owner the importance of jacketing 

his hot water tank—he saves a good portion of his 

gas bill. Tell him how the Carey Asbestos Tank 

Jacket prevents heat loss by applying correct 

insulation principles—tiny dead air cells in layers 

All standard Tank of asbestos. Write for Prices. 

sizes. Shipped as 

ggmplete unit, — THE PHILIP CAREY COMPANY 
— 261 Wayne Ave., Lockland Cincinnati, Ohio 


Branches and Distributors in 50 Cities 
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-when 
you 
need 


good reliable Iron 
Plumbing, Heating, 
Water and Gas Sup- 
plies—make up your 
order from “M. I. W.” 
Catalog “‘G”. It pays. 


MODERN IRON WORKS 


Quincy - - Illinois 


G-550 


‘M. 1. W.” Cast Iron 
Floor Flange No. G-550. 
Pipe size, \%” to 3". 














Try These 


Guaranteed Floats 
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‘*TOLEDO’’ 


SOLDERLESS FLOATS 


are made of the purest copper and are 
guaranteed to stay tight as long as 
the metal lasts The spuds aré tapped 
with a deep thread to fit full quarter 
twenty rod and cannot pull out. Let 
us quote you. You'll find our prices 
just as attractive as our floats. 


THE REICHERT FLOAT & MFG. CO. 
2238 Smead Avenue Toledo, Ohio 
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Bath a Day 


black, to stick on letters, bills, etc. 
$1.75 per 100. 
diam., for windows, windshields, etc. 


diam., for windows, billboards, etc. 


DOMESTIC ENGINEERING, 1900 Prairie Ave., Chicago 





Helps 


114" diam., orange and 
45c per 1,000. 


¥%" diam., with pin. 


Bath a Day Stickers. 


Bath a Day Buttons. 
Bath a Day Signs. Orange and black, 634” 
10c each. 
Orange and black, 21” 


Bath a Day Posters. 
10c each. 


Please send check with order. 
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which the screws are engaged and adapted to be received 
in the opening of the U-shaped yoke and rest against the 
beveled edge thereof. 

* om * 

1,558,161. Waste and Drain Pipe Cleaner. Herbert 
Gunderson, Stanley, Wis. A waste and drain pipe cleaner 
comprising a casing provided with a plug member for 
insertion in the mouths of waste pipes and the like, said 
casing having a water inlet leg operatively connected to a 
hydrant spigot for the admission of water under pressure, 
said casing having a valve seat on a level with the bottom 
of a passage through the inlet leg, control means com- 
prising a valve co-operative with the seat for trapping a 
column of water between the obstruction in said waste 
pipe and the control valve, said valve having a hollow 
stem with operative threaded connections in the casing 
to hold the valve against its seat, the stem of the valve 
having a vertical passage for air under pressure, said valve 
stem having means at its upper end adapted for the opera- 
tive connection of a tube from a pneumatic pump for 
forcing air under pressure through the casing at a point 
below the valve seat while the valve is closed, causing the 
removal of the obstruction and the trapped column of 
aq water, and a check valve 
. mounted in the stem of the 
. first valve to admit air un- 
| der pressure and to prevent 
. the back-flow of the trapped 
column of water. 
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1,558,161. 





1,558,342. Flushing Device. Charles Edward Chitten- 
den, Auckland, New Zealand. A flushing apparatus, com- 
prising a valve compartment, a valve in the valve com- 
partment, a float compartment, a float in the float 
compartment, an outflow pipe connected to the valve com- 
partment below the valve, a bypass interconnecting the 
compartments, an operating handle, a lever in the valve 
compartment controlled by the operating handle, a flexible 
connection between the valve and the lever, a pivoted catch 
positioned above the lever, and a sloping faced hooked end 
on the catch. 














Monarch Water Systems 


Water Systems $90.00 and up 
We make both deep well and shallow well 
or cistern pumps. The shallow well pump 
can be used on cisterns, lakes, streams 
and wells where the vertical suction lift 
does not exceed 22 ft. Furnished in 120, 
200, 400, and 550 gal. per hour capacity. 
The deep well pump will operate on wells 
as deep as 650 ft. 


Monarch 
230 E. ist Street 





and Single Valve Water Softeners 


Water Softeners $100.00 and up 


The Monarch Water Softener, features a single 
valve control that eliminates all delicate moving 
parts, insuring long life; Armco Iron rust resist- 
ing tanks, high capacity mineral, and extreme 
simplicity of operation. 


The mineral used has a softening capacity of 
13,000 grains of hardness per cu. ft., is fully 
guaranteed and with proper care will last in- 
definitely. All necessary accessories included. 


Send for Catalog DE-11 
Engineering Co. 


DAYTON, OHIO 
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Classified Advertisements 


8 cents for each word including heading and address. Count seven words for keyed address. Minimum $2.00 for 
Cash must accompany order. Copy should reach us by Monday morning. 


each insertion. 


One inch $4.00. 





Situations Open 


WANTED — SALESMAN TO SOLICIT 

jobbers of plumbing supplies, Phila- 
delphia and nearby territory. State 
age, experience, and salary expected. 
Address Key 466, “Domestic Engineer- 
ing,” Room 906, 110 East 42nd St., New 


York City. i 

WANTED 
Some one to make match plates 
and tools for the manufacturing of 
a simple ballcock or to manufac- 
ture complete. A. B. Utley, 942 
W. Monroe, Springfield, Mo. 


WANTED—BY A MANUFACTURER 

of heating specialties, salesman 
familiar with the heating trade in Chi- 
cago; one with an acquaintance among 
architects preferred. Address Key 470, 
“Domestic Engineering,” 1900 Prairie 
Ave., Chicago. 


SALESMAN WANTED EXPERIENCED 

in the sale of plumbing and heating 
materials for Eastern Wisconsin terri- 
tory by well known company who have 
covered this territory for past twenty 
years. Acquaintanceship with trade 
preferred but not essential. Position 
is open for live wire. Furnish refer- 
ences with your application. Address 
Key 465, “Domestic Engineering,’ 1900 
Prairie ‘Ave., Chicago, 


WANTED — HIGH- CLASS SALESMAN 

for an entirely new proposition in 
Chicago and vicinity. This offers a 
wonderful future for a man who is 
acquainted with the architects as well 
as the wholesale and retail plumbing 
trade in Chicago. Address Key 468, 
“Domestic Engineering,” 1900 Prairie 
Ave., Chicago. 


WANTED—ADVERTISING MANAGER 

for a manufacturer of plumbing 
goods in the Middle West. Address 
Key 469, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 


WANTED BY MANUFACTURER, AN 

experienced and _ well acquainted 
sales representative to cover New Eng- 
land, Boston headquarters preferred. 
‘Well known line sold only to the 
plumbing jobber. Address Key 462, 
“Domestic Engineering,” 1900 Prairie 
Ave., Chicago. 


WANTED—PLUMBING FOREMAN EX- 

perienced in estimating from plans. 
State age and experience and salary 
expected. Frank. Walsh, i 908 At- 
lantic Ave., Atlantic City, N = 





WANTED—MAN CAPABLE OF HAND- 

ling the plumbing and heating de- 
partment of a large jobbing house in 
the Southwest. Address Key 472, 
“Domestic Engineering,” 1900 Prairie 
Ave., Chicago. 


Situations Wanted 


PLUMBER, MARRIED, 36, 18 YEARS’ 

experience, wishes permanent job; 
best of references. Address Key 467, 
“Domestic Engineering,” 1900 Prairie 
Ave., Chicago. 





POSITION WANTED—PLUMBER AND 

fitter with 10 years’ experience. 
State your proposition. Illinois certif- 
icate. Address Key 471, “Domestic En- 
gineering,” 1900.Prairie Ave., Chicago. 


CONSTRUCTION SUPERINTENDENT 

thoroughly experienced in supervis- 
ing, erecting and estimating heating 
and ventilating, power and industrial 
piping, desires permanent connection 
with future possibility of purchasing 
an interest in a live concern. Address 
Key 463, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 





For Sale 


FOR SALE—COMPLETE BRASS 

plumbing supply equipment consist- 
ing of tools, metal patterns and core 
boxes, machinery, furnaces, nickel 
plating equipment, etc. The purchase 
of the above equipment gives you the 
opportunity to immediately start manu- 
facturing complete line of plumbing 
supplies. Appraisal value over $100,000. 
Will sacrifice on account of discon- 
tinuing manufacture of brass fixtures. 
Write us at once. Subject to prior 
sale. An excellent opportunity. RUN- 
DLE e—eE—____ CO., Milwau- 
kee, 8. 


FOR SALE—PLUMBING AND HEAT- 

ing business in growing city in west- 
ern Illinois. Business is located on 
the ground floor with good show win- 
dows. Reason for selling. Address 
Key 464, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 


A WELL ESTABLISHED PLUMBING, 

heating and metal work business of 
many years standing, showing good 
profits. Clientele of the best. An ex- 
cellent chance for the right party. 
Address ae P. O. Box No. 
216, Ridgewood, N. 





Miscellaneous 





PATENT SENSE—VALUABLE BOOK 

(free) for inventors seeking largest 
deserved profits. Write Lacey & Lacey, 
Li, F St., Washington, D.C. Established 


WIPING 
CLOTHS 


Formed—Filexible— Finished 


Made in five sizes for all standard joints. From 

ber or post paid to your address in the 
next mail or sent C.O.D. A post card for full 
particulars. Patented September 16th, 1924. 


GEO. E. WILLIAMS 


Sole Manufacturer 


3 E. 26th ST., MINNEAPOLIS, MINN. 
MARTIN F. CUFF, tae Senos Read, Elizabeth, N. J. 


WHITE ENAMELING—WE SOLICIT 

contracts for white enameling ar- 
ticles on quantity basis. Beautiful 
china-white finish obtained by our 
special process. Address Department 
D, E. H. Titchener & Company, Manu- 
facturers of ‘“Bathwhite Fixtures,” 
Binghamton, New York. 


DUL ALL SIZES OF 


PIPE COUPLINGS 


besides paying the freight 
ASK US! 


CONSOLIDATED PIPE & STEEL co. 


2712-24 S. 2nd St.— Plant No. 1— St. Louis, Mo, 











Books for Your “Trade Library 


Merchandising the Plenties Busi- 


ness. By Karl W. Zoeller...... 1.50 
Standard Practical Plumbing. By 

Ti: M, BURPRUOR ec ccccccccscvcce 3.50 
Notes on Heating and Ventilation. 

By Prof. John R. Allen.......... 2.50 
The Sanitary Sewerage of Build- 

ings. By Thomas S. Ainge..... 1.50 


Books Sent Parcel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 








Subscription Blank 


Domestic Engineering Co., 
1900 Prairie Avenue, Chicago. 

I should like to read DOMESTIC ENGINEERING each week. Enter my subscription for 

for which I agree to pay $................ 


..on receipt of bill. 


SUBSCRIPTION RATES ae 
United States, Cuba 1 year (52 issues)... . $2.00 . 
and Mexico 3 years....... sevcces 6.00 Occupation tals 
I ikcnud oydacaceseesaseanene a vpaunets 3.00 Street No........... 
Foreign ............ ET ae See stele 4.00 iis siik coceics caw 


Cee e eee eee eee ee seers eeeeeeeeeeeee 
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The polished surfaces of 


EAGLE Lead Pipe 
insure against clogging 


AGLE Lead Pipe has become known to careful buyers in 
the plumbing trade for the distinctive features: which 
characterize Eagle-Picher scientific methods of manufacture. 
One of those features — the highly polished inner and 
outer surfaces of Eagle Lead Pipe — affords greater satisfac- 
tion and longer life with every plumbing job. There is no clog- 
ging possible with Eagle Lead Pipe. Its polished inner surfaces 
insure free unobstructed passage. 

Eagle Lead Pipe and Fittings are scientifically produced in 
the belief that great accuracy and care in their manufacture 
guarantee more complete satisfaction to home-owners. It costs 
more to produce Eagle Pipe than ordinary pipe—but the extra 
cost is more than made up by the increasing demand through- 
out the plumbing trade for Eagle. 

Only virgin metal is used for making Eagle Pipe and Fit- 
tings. The ends are carefully reamed out to insure regularity 
and uniformity of dimension. They are of standard weight 
with the full amount of lead per running foot. 

A letter will bring you a catalog, or any special information 
about Eagle Pipe, Fittings, Traps, Solder, or the new Eagle 
Lead Roof Flange. 


The EAGLE-PICHER LEAD COMPANY - Chicago - Joplin - Cincinnati 


EAGLE 


Lead Pipe + Fittings + Solder 


Producers of lead and allied products « Eleven Plants » Branches in all principal cities 





Mention Demestic ENGINEERING when writing advertisers. 








